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EXECUTIVE SUMMARY 


DESCRIPTION OF PROJECT 


Vanasse & Associates, Inc. (VAI) has prepared this Transportation Impact Assessment (TIA) to 
identify traffic impacts associated with a proposed Thorndike Place residential development to be 
located on the Mugar Parcel in Arlington, Massachusetts (the “Project”). The purpose of this TIA 
is to review existing and future traffic conditions in the vicinity of the site, determine the traffic 
impacts from the proposed Project at key intersections expected to experience increased traffic 
levels from the Project, and review the need for improvements to mitigate the Project’s traffic 
impact. 


PROPOSED PROJECT 


The site is bounded by Dorothy Road to the north, Burch Street to the east, and Route 2 to the west 
and south. The Project consists of constructing a building containing 176 residential units. Parking 
will be provided on-site for 239 vehicles. A parking garage below the units will provide 204 spaces 
while 8 spaces are provided in the courtyard. The remaining 27 spaces will be provided via a surface 
parking lot on-site. Approximately 144 bicycle parking spaces will be provided in the garage. 
Access to the site is proposed via one full-access driveway onto Dorothy Road at the intersection 
with Littlejohn Street. 


EXISTING CONDITIONS 


A comprehensive field inventory was conducted to collect existing roadway geometrics, operating 
characteristics, speed limits, and sight distances, as well as land use information. Traffic volumes 
were obtained for the intersections expected to receive the traffic impact from the Project. These 
are listed below: 


Route 2 at Route 16 

Lake Street at Route 2 eastbound On/Off-ramps 
Lake Street at Route 2 westbound On/Off -ramps 
Lake Street at Wilson Avenue 

Lake Street at Littlejohn Street 

Lake Street at Homestead Road 
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Lake Street at Burch Street and Alfred Road 

Lake Street at Margaret Street and Lakehill Avenue 
Lake Street at Brooks Avenue 

Massachusetts Avenue at Lake Street 


2020 BASELINE TRAFFIC VOLUMES CONDITIONS 


In order to develop 2020 Baseline traffic-volume conditions, the historic data obtained required 
adjustment for passage of time, while the new data collected required adjustment due to the effects 
of the COVID-19 pandemic. The counts conducted in 2020 were done in the month of September. 
Therefore, for practicality it was determined the other existing data should be corrected to 
September 2020 conditions. The 2014 counts were conducted in March 2014 and therefore were 
seasonally adjusted to September 2014 volumes using traffic count data from the Massachusetts 
Department of Transportation (MassDOT) permanent count station ID 4065! located on I-95 south 
of the ramp to Route 2 eastbound. Using the same permanent count station, the September 2014 
volumes were grown to September 2016 volumes. The September 2016 volumes were subsequently 
grown to September 2019 using the same count station data. The 2019 data collected by VAI were 
conducted in May 2019 and were adjusted to September 2019 using the permanent count station 
information. The traffic volumes were then representative of September 2019 volumes. These 
volumes were then grown by 0.5 percent to raise them from 2019 to 2020 conditions. The next step 
was to develop a COVID-19 correction factor to apply to the counts conducted in September 2020. 
These factors were calculated comparing the August 2019 counts to the August 2020 counts from 
the permanent count station. Even with the COVID-19 correction factor, the counted September 
2020 volumes were significantly lower than the derived September 2020 volumes. To correct for 
the difference, the networks were balanced upwards along Lake Street, and traffic volumes from 
specific developments that were occupied after 2014 but before 2020 were added to develop the 
2020 Baseline traffic volumes. 


FUTURE CONDITIONS 


Traffic volumes within the study area were projected to 2027, which reflects a seven-year planning 
horizon consistent with State traffic study guidelines. These conditions incorporate traffic growth 
due to general background traffic increases as well as development projects currently being pro- 
posed/permitted or under construction and expected to generate traffic in the future. This condition 
is referred to as the No-Build condition. 


PROJECT-GENERATED TRAFFIC 

The Project is expected to generate 430 vehicle trips on an average weekday (two-way, 24-hour 
volume), with 27 vehicle trips (7 entering and 20 exiting) expected during the weekday morning 
peak hour. During the weekday evening peak hour, the Project is expected to generate 33 vehicle 


trips (20 entering and 13 exiting). 


The projected vehicle trips were distributed onto area roadways based on existing travel patterns 
and U.S. Census Journey-to-Work data for Arlington. Traffic-volume increases due to the Project 


'MassDOT Transportation Data Management System; Location ID 4065; Located on I-95 south of ramp to Route 2 
eastbound. 
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were shown to range from 0.1 to 0.8 percent during peak hours and are expected to be less during 
other hours of the day. 


TRAFFIC OPERATIONS ANALYSIS 


In future conditions, operations are generally preserved with minor but manageable increases to 
delay on the various approaches. The addition of Project-related traffic to the study area roadways 
and intersections is not anticipated to significantly impact traffic operations within the study area 
over No-Build conditions. 


RECOMMENDATIONS AND CONCLUSION 
Bluebikes Station 


e Subject to receiving the necessary approvals from the Town, the Project will commit to 
providing a large (23 dock) Bluebikes station in the vicinity of the existing Bluebikes sta- 
tion at Thorndike Field. This will serve to accommodate demand for Bluebikes in this area 
adjacent to the Minuteman Bikeway. 


Site Recommendations 


e The existing vegetation on the site frontage should be removed to provide adequate sight 
distance at the proposed site driveway location. 


e The site driveway onto Dorothy Road should be placed under STOP-sign control with 
painted STOP-bars on the driveway at the STOP-sign location. 


e At the vicinity of the site driveway, any new landscaping or building features should not 
exceed 24 inches in height or should be placed out of the lines of sight for motorists exiting 
the site and for those approaching the driveway on Dorothy Road. 


Transportation Demand Management Measures 


e Designate an on-site employee as the site’s Transportation Coordinator to oversee market- 
ing and promoting of transportation options at the site. 


e Provide new residents transportation information packets with information on getting 
around Arlington sustainably. 


e Provide Transitscreen installation in the building lobby which depicts accurate real-time 
information for area transit, Bluebikes stations, and Uber/Lyft services in the area. 


e The property management team will provide information on available pedestrian and bicy- 
cle facilities in the vicinity of the Project site. This information will be posted in a central- 
ized location. 


e The property management team will investigate joining either the 128 Business Council or 


the Alewife Transportation Management Association (TMA). Either TMA could provide 
a ridematching program among residents of the Project and employers of the area. 
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The Project is expected to produce a minor increase in traffic volume in the vicinity of the site and 
minor but manageable increases in delay to various movements within the study area. No changes 
to critical movement levels of service occur as a result of the addition of Project volumes under 
2027 Build conditions. The level of service does go from D to E during the weekday morning peak 
hour under 2027 Build conditions at the intersection of Lake Street with Brooks Avenue but the 
average delay only increases 1 second from 35 to 36 seconds. 


The proposed addition of a large Bluebikes station adjacent to the existing station at Thorndike 
Field will help to alleviate demand for Bluebikes in this area, adjacent to the Minuteman Bikeway. 
This in combination with the proposal to include 144 sheltered bike parking spaces will encourage 
the use of bicycling as a sustainable commuting measure over the use of personal vehicles. Based 
on the above, VAI has concluded that the Project can be safely accommodated with minimal impact 
on the area road network. 
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INTRODUCTION 


VAI has prepared this TIA in order to identify the traffic impacts associated with the proposed 
Thorndike Place residential development to be located on the Mugar Parcel in Arlington, 
Massachusetts. This report identifies and analyzes existing and future traffic conditions both with 
and without the Project and reviews access requirements, potential off-site improvements, and 
safety considerations. 


STUDY METHODOLOGY 


This study was prepared in coordination with the Town of Arlington and in accordance with the 
State guidelines for TIAs; and was conducted in three distinct stages. 


The first stage involved an assessment of existing conditions in the study area and included an 
inventory of roadway geometry, observations of traffic flow, and collection of peak-period traffic 
counts. 


In the second stage of the study, future traffic conditions were projected and analyzed. Specific 
travel demand forecasts for the Project were assessed along with future traffic demands due to 
expected traffic growth independent of the Project. A seven-year time horizon was selected for 
these analyses consistent with State guidelines for the preparation of TIAs. The traffic analysis 
conducted in stage two identifies projected future roadway capacity, traffic safety, and site access 
issues. 


The third stage of the study presents and evaluates measures to address traffic and safety issues, if 
any are necessary, based on the results from stage two of the study. 
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EXISTING CONDITIONS 


A comprehensive field inventory of existing conditions within the study area was conducted in 
September 2020. The field investigation consisted of an inventory of existing roadway geometrics; 
and operating characteristics; as well as posted speed limits, and land use information within the 
study area. The study area for the Project contains the major roadways which provide access to the 
Project, as well as the intersections which are expected to accommodate the majority of Project- 
related traffic. The study area is listed below and graphically depicted in Figure 1. 


Route 2 at Route 16 

Lake Street at Route 2 eastbound On/Off-ramps 
Lake Street at Route 2 westbound On/Off-ramps 
Lake Street at Wilson Avenue 

Lake Street at Littlejohn Street 

Lake Street at Homestead Road 

Lake Street at Burch Street and Alfred Road 
Lake Street at Margaret Street and Lakehill Avenue 
Lake Street at Minuteman Commuter Bikeway 
Lake Street at Brooks Avenue 

Massachusetts Avenue at Lake Street 


The following describes the study area roadways and intersections which are also shown in Figure 2 
which summarizes existing lane use, travel lane widths, and sidewalk and crosswalk locations at 
the study area intersections. 


GEOMETRY 


Roadways 


Lake Street 


Lake Street is classified as an urban minor arterial roadway under the jurisdiction of the Town of 
Arlington. Lake Street runs in a general east-west alignment from Pleasant Street to Massachusetts 
Avenue. Direction of travel of Lake Street is separated by a double-yellow centerline. The land use 
along Lake Street generally consist of residential properties. 
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Intersections 
Route 2 at Route 16 


Route 2 meets Route 16 to form four separate signalized intersections. Direction of travel on 
Route 2 is median divided while direction of travel of Route 16 is separated by a double-yellow 
centerline. I!!umination is provided via streetlights mounted on metal poles. Land use in the vicinity 
of this intersection consists of the Alewife train station, wooded areas, and some office/research 
and development (R&D) space. This intersection is under the jurisdiction of the MassDOT. 


Lake Street at Route 2 Eastbound On/Off-Ramps 


Lake Street is intersected by the Route 2 eastbound on/off-ramps from the south to form this three- 
way intersection under traffic signal control. Direction of travel on the ramps is separated by a 
raised median while a faded double-yellow centerline separates direction of travel on Lake Street. 
Illumination is provided via streetlights mounted on metal poles. Land use in the vicinity of this 
intersection consists of residential properties and wooded areas. This intersection is under the 
jurisdiction of the Town of Arlington. 


Lake Street at Route 2 Westbound On/Off-Ramps 


Lake Street is intersected by the Route 2 westbound off-ramp from the south and the Route 2 west- 
bound on-ramp from the north to form this four-way intersection under traffic signal control. 
Direction of travel on Lake Street is separated by a faded double-yellow centerline. Illumination is 
provided via streetlights mounted on wooden utility poles and metal poles. Land use in the vicinity 
of this intersection consists of residential properties and wooded areas. This intersection is under 
the jurisdiction of the Town of Arlington. 


Lake Street at Wilson Avenue 


Lake Street is intersected by Wilson Avenue from the south to form this three-way intersection 
under STOP-sign control. Wilson Avenue is signed to discourage entering movements from Lake 
Street from 7:00 to 9:00 AM and 4:00 to 7:00 PM Monday through Friday. Direction of travel on 
Lake Street is separated by a faded double-yellow centerline. Illumination is provided via street- 
lights mounted on wooden utility poles. Land use in the vicinity of this intersection consists of 
residential properties. This intersection is under the jurisdiction of the Town of Arlington. 


Lake Street at Littlejohn Street 


Lake Street is intersected by Littlejohn Street from the south to form this three-way intersection 
under STOP-sign control. Littlejohn Street is signed to discourage entering movements from Lake 
Street from 7:00 to 9:00 AM and 4:00 to 7:00 PM Monday through Friday. Direction of travel on 
Lake Street is separated by a faded double-yellow centerline. Illumination is provided via street- 
lights mounted on wooden utility poles. Land use in the vicinity of this intersection consists of 
residential properties. This intersection is under the jurisdiction of the Town of Arlington. 


Lake Street at Homestead Road 
Lake Street is intersected by Homestead Road from the south to form this three-way intersection 


under STOP-sign control. Homestead Road is signed to discourage entering movements from Lake 
Street from 7:00 to 9:00 AM and 4:00 to 7:00 PM Monday through Friday. Direction of travel on 
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Lake Street is separated by a faded double-yellow centerline. Illumination is provided via street- 
lights mounted on wooden utility poles. Land use in the vicinity of this intersection consists of 
residential properties. This intersection is under the jurisdiction of the Town of Arlington. 


Lake Street at Burch Street and Alfred Road 


Lake Street is intersected by the Burch Street from the south and Alfred Street from the north to 
form this skewed four-way intersection under STOP-sign control. Direction of travel on Lake Street 
is separated by a faded double-yellow centerline. Burch Street and Alfred Street allow two-way 
travel. [lumination is provided via streetlights mounted on wooden utility poles. Land use in the 
vicinity of this intersection consists of residential properties. This intersection is under the jurisdic- 
tion of the Town of Arlington. 


Lake Street at Margaret Street and Lakehill Avenue 


Lake Street is intersected by Lakehill Avenue from the north and Margaret Street from the south to 
form this skewed four-way intersection under STOP-sign control. Lakehill Avenue and Margaret 
Street have signs indicating NO ACCESS TO MASS AVE. Direction of travel on Lake Street is 
separated by a faded double-yellow centerline. Lakehill Avenue and Margaret Street both allow 
two-way travel. Illumination is provided via streetlights mounted on wooden utility poles. Land 
use in the vicinity of this intersection consists of residential properties. This intersection is under 
the jurisdiction of the Town of Arlington. 


Lake Street at Minuteman Commuter Bikeway 


Lake Street is intersected by the Minuteman Commuter Bikeway from the north and south to form 
this four-way intersection with the Bikeway currently under STOP-sign control. At the time of data 
collection in September 2020, this intersection was under construction to be signalized. Direction 
of travel on Lake Street is separated by a faded double-yellow centerline. Direction of travel on the 
Minuteman Commuter Bikeway is separated by a faded single-yellow centerline. Illumination is 
provided via streetlights mounted on wooden utility poles. Land use in the vicinity of this intersec- 
tion consists of residential properties. This intersection is under the jurisdiction of the Town of 
Arlington. 


Lake Street at Brooks Avenue 


Lake Street is intersected by Brooks Avenue from the north and south to form this four-way inter- 
section under traffic signal control. Direction of travel on Lake Street is separated by a faded 
double-yellow centerline. Brooks Avenue allows two-way travel. Illumination is provided via 
streetlights mounted on wooden utility poles. Land use in the vicinity of this intersection consists 
of residential properties. This intersection is under the jurisdiction of the Town of Arlington. 


Massachusetts Avenue at Lake Street 


Massachusetts Avenue is intersected by the Lake Street from the west to form this three-way inter- 
section under traffic signal control. Direction of travel on Massachusetts Avenue is separated by a 
double-yellow centerline. Direction of travel on Lake Street is separated by a faded double-yellow 
centerline. I!!umination is provided via streetlights mounted on wooden utility poles. Land use in 
the vicinity of this intersection consists of commercial properties. This intersection is under the 
jurisdiction of the Town of Arlington. 
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EXISTING TRAFFIC V OLUMES 


Due to the COVID-19 pandemic, traffic volumes, pedestrian crossing volumes, and bicycle vol- 
umes were obtained from multiple sources. Data was obtained from the original April 2014 Traffic 
Impact and Access Study? conducted for the Project, the January 2017 Transportation Impact 
Study> conducted by VAI for a nearby project in Cambridge, data collected by VAI in May 2019 
for another nearby project in Cambridge, data collected by the East Arlington Livable Street 
Coalition and the Eco Counter on the Minuteman Commuter Bikeway, and September 2020 counts 
conducted by VAI for the Project. 


Traffic-Volume Adjustments 


In order to develop 2020 Baseline traffic-volume conditions, the historic data obtained required 
adjustment for passage of time, while the new data collected required adjustment due to the effects 
of the COVID-19 pandemic. The counts conducted in 2020 were done in the month of September. 
Therefore, for practicality it was determined the other data should be corrected to September 2020 
conditions. The 2014 counts were conducted in March 2014 and therefore were seasonally adjusted 
to September 2014 volumes using traffic count data from MassDOT permanent count station ID 
40654 located on I-95 south of the ramp to Route 2 eastbound. Using the same permanent count 
station, the September 2014 volumes were grown to September 2016 volumes. The September 
2016 volumes were subsequently grown to September 2019 using the same count station data. The 
2019 data collected by VAI were collected in May 2019 and were adjusted to September 2019 
using the permanent count station information. The traffic volumes were then representative of 
September 2019 volumes. These volumes were then grown by 0.5 percent to raise them from 2019 
to 2020 conditions. The next step was to develop a COVID-19 correction factor to apply to the 
counts conducted in September 2020. These factors were calculated comparing the August 2019 
counts to the August 2020 counts from the permanent count station. Even with the COVID-19 
correction factor, the counted September 2020 volumes were significantly lower than the derived 
September 2020 volumes. To correct for the difference, the networks were balanced upwards along 
Lake Street. 


In addition to the general growth in the area from 2014 to 2020, there were a number of specific 
developments mentioned for inclusion in the 2020 Baseline volumes. These developments were 
occupied after the 2014 counts but before the 2020 counts. 


Vox on Two — This 227-unit residential development is located at 223, 225, and 231 Concord 
Turnpike (Route 2) in Cambridge, Massachusetts. Access to the site is through a right-turn only 
entrance driveway and one right-turn only exit driveway onto Route 2 eastbound. Volumes for this 
development were obtained from the Transportation Impact Study* conducted in 2010 and added 
to the 2020 baseline conditions. 


Traffic Impact and Access Study — Mugar Parcel 40B Residential Development; MDM Transportation 
Consultants, Inc.; April 2014. 

Transportation Impact Study — Proposed Residence at Alewife Station — Cambridge, Massachusetts; 
Vanasse & Associates, Inc.; January 2017. 

4MassDOT Transportation Data Management System; Location ID 4065; Located on I-95 south of ramp to 
Route 2 eastbound. 

‘Transportation Impact Study — Proposed Residence at Alewife Station — Cambridge, Massachusetts; 
Vanasse & Associates, Inc.; December 2010. 
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Residence at Alewife Station — This 320-unit residential development is located at 195-211 
Concord Turnpike (Route 2) in Cambridge, Massachusetts. Access to the site is through a right- 
turn only entrance driveway and one right-turn only exit driveway onto Route 2 eastbound. 
Volumes for this development were obtained from the Transportation Impact Study® conducted in 
2017 and added to the 2020 baseline conditions. 


Belmont Highlands — This 300-unit residential development is located off Acorn Park Drive in 
Belmont, Massachusetts. Access to the site is through three driveways that intersect with Acorn 
Park Drive. Volumes for this development were obtained from the Traffic Impact and Access 
Study’ conducted in 2007 and added to the 2020 baseline conditions. 


Discovery Park Hotel — This 150-room hotel is located at Cambridge Discovery Park Drive in 
Cambridge, Massachusetts. Access to the site is through a driveway that intersects with Acorn Park 
Drive. Volumes for this development were obtained from the Memorandum® conducted in 2013 
and added to the 2020 baseline conditions. 


This practice was discussed and confirmed with BETA Group, the Town’s traffic peer review 
consultant for the Project. The 2020 Baseline traffic volumes on Lake Street are summarized in 
Table 1. 


Table 1 
2020 BASELINE ROADWAY TRAFFIC-VOLUME SUMMARY 





Weekday Morning Weekday Evening 
Peak Hour Peak Hour 
Volume Predominant Volume Predominant 
Location (vph)? Flow (vph) Flow 


Lake Street, west of Burch Street 1,662 66% WB 1,351 59% EB 





“Two-way peak-hour volume expressed in vehicles per hour. 
EB = eastbound; WB = westbound. 


As can be seen in Table 1, Lake Street was found to accommodate approximately 1,662 vehicles 
per hour (vph) during the weekday morning peak hour and 1,351 vph during the weekday evening 
peak hour under 2020 Baseline conditions. During the weekday morning peak hour, 66 percent of 
the traffic is traveling westbound and during the weekday evening peak hour 59 percent of the 
traffic is traveling eastbound. The existing traffic volumes for all the study area intersections are 
graphically depicted in Figure 3 and Figure 4 for the weekday morning and weekday evening peak 
hours, respectively. 





6Transportation Impact Study — Proposed Residences at Alewife Station — Cambridge, Massachusetts; 
Vanasse & Associates, Inc.; January 2017. 

"Traffic Impact and Access Study — Proposed Residential Development — Belmont, Massachusetts; Vanasse 
& Associates, Inc.; March 2007. 

8Memorandum — Building 600 — Proposed 150-Room Hotel — Cambridge, Massachusetts; Vanasse & 
Associates, Inc.; September 27, 2013. 
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PEDESTRIAN AND BICYCLE FACILITIES 


A comprehensive field inventory of pedestrian and bicycle facilities within the study area was 
undertaken in September 2020. The field inventory consisted of a review of the location of side- 
walks and pedestrian crossing locations along the study roadways and at the study intersections, as 
well as the location of bicycle facilities. Generally, sidewalks are provided along both sides of the 
study area roadway. Exceptions include Alewife Brook Parkway (Route 16) that only provides a 
sidewalk on the east side of the road throughout the study area, Route 2 which only provides a 
sidewalk on the south side of the roadway, and Wilson Avenue which only provides a sidewalk on 
the east side of the roadway. Crosswalks are provided across the Alewife Station Access Road, 
across the Route 2 ramps at Lake Street, across Lake Street at the Route 2 ramps, across all side 
streets off of Lake Street, and across all the approaches to the intersection of Massachusetts Avenue 
with Lake Street. The Minuteman Commuter Bikeway crosses Lake Street between Margaret Street 
and Brooks Avenue. The bikeway runs from Bedford to Cambridge and provides direct access to 
Alewife Station. 


THORNDIKE PARK 


The Arlington Recreation Department was contacted to determine the uses of Thorndike Field 
located at the terminus of Margaret Street. There are multiple fields used for soccer and lacrosse 
and a dog park. The fields are open from April to November. From April through June, the fields 
are open from 3:00 PM to dusk on weekdays and from 9:00 AM to dusk on Saturdays and Sundays. 
Based on estimates from the Recreation Department, typical usage during peak hours for the field 
is approximately five teams at a time with 15 members per team, or 75 people, plus approximately 
10 people at the dog park, or 85 people. From July through August, the fields are used for summer 
camps that are operated from 8:30 AM to 3:30 PM. The camps typically have between 50 and 100 
children per session. From 6:00 PM to dusk the fields are used by adult soccer league teams which 
typically have about 24 players per game. From September to November the fields are again used 
for soccer but not lacrosse. The fields are open from 3:00 PM to dusk during weekdays and 9:00 
AM to dusk on Saturday and Sunday. Activity is typically 75 percent of the spring activity so the 
peak hour generates approximately 64 people. To the extent that activity was underway at the field 
during the times that traffic counts were conducted, the trips generated by the field during the peak 
commuting periods are included in the counts. 


All school uses accessing the fields are directed to use Varnum Street. The parking lot provides 65 
parking spaces. Typically, when the parking lot capacity is exceeded people park at Hardy 
Elementary School and walk to the field. Currently, no sport tournaments are held at the fields. 


PUBLIC TRANSPORTATION 


Public transportation services are provided within the study area by the Massachusetts Bay Trans- 
portation Authority (MBTA) for fixed-route bus and rapid transit services. Table 2 summarizes the 
characteristics of these services. Schedules and fare information for the fixed-route bus and rapid 
transit services are provided in the Appendix. 
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Table 2 
PUBLIC TRANSPORTATION SERVICES 








Weekday Saturday Sunday 
Distance Hours of Headway Hours of Headway Hours of Headway 
Service Stop Closest to Site from Site Operation (minutes) Operation (minutes) Operation (minutes) 
Bus: Route 67: West Service Road 0.3 mi. 5:53 AM — 25-50 No Weekend Service 
Turkey Hill — at Lake Street northwest 8:32 PM 
Alewife Station 
Bus: Route 77: Mass Ave at 0.7 mi. 4:48 AM — 9-20 4:48 AM — 10-17 6:00 AM — 10-20 
Arlington Heights to Lake Street northeast 1:25 AM 1:26 AM 1:25 AM 
Harvard Station 
Bus: Route 79: Mass Ave at 0.7 mi. 6:35 AM — 5-50 No Weekend Service 
Arlington Heights — Lake Street northeast 7:24 PM 
Alewife Station 
Bus: Route 350: Mass Ave at 0.7 mi. 5:53 AM — 15-56 6:25 AM — 40-60 7:05 AM — 55-90 
North Burlington — Lake Street northeast 11:08 PM 11:10 PM 7:35 PM 
Alewife Station 
Rapid Transit: Red Line Alewife Station 0.8 mi. 5:16 AM — 5-9 5:16 AM — 12-16 6:00 AM — 12-16 
southwest 12:30 AM 12:30 AM 12:30 AM 





MOTOR VEHICLE CRASH DATA 


Motor vehicle crash information for the study area intersections was provided by the MassDOT 
Safety Management/Traffic Operations Unit for the most recent five-year period available 
(2013 through 2017) in order to examine motor vehicle crash trends occurring within the study 
area. The data is summarized by intersection, type, weather condition, lighting condition, pavement 
condition, and severity. 


As can be seen in Table 3, no fatalities were reported over the five-year period reviewed. The crash 
rates for the intersections were observed to be lower than the MassDOT District 4 crash rates for 
unsignalized and signalized intersections. The intersection of Route 2 with Route 16 experienced 
the most crashes in the five-year review period with 88, or an average of 17.6 crashes per year. The 
majority of the crashes were rear-end crashes (48 out of 88) which is consistent with the types of 
crashes expected at highly congested intersections. Few crashes occur along Lake Street from the 
Route 2 ramps through Margaret Street. 


A number of crashes occurred at the intersection of Lake Street with the Minuteman Commuter 
Bikeway. A total of 18 crashes occurred at this intersection over the five-year review period with 
8 rear-end crashes, 4 pedestrian crashes, and 3 bicyclist crashes. These types of crashes are expected 
at a highly congested crossing with a mixed-use path under unsignalized control. This intersection 
is under construction and will provide a signalized crossing which should increase safety. 


The intersection of Lake Street at Brooks Avenue is also highly congested. Approximately 7 of the 
11 crashes over the five-year review period were rear-end collisions. The intersection of 
Massachusetts Avenue with Lake Street experienced 22 crashes over the five-year review period 
averaging 4.4 crashes pear year. Half of the crashes were sideswipe collisions (11 out of 22). 
Massachusetts Avenue has parking on both sides which often leads to more sideswipe collisions. 
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Table 3 


MOTOR VEHICLE CRASH DATA SUMMARY 





Route 2 at 
Scenario Route 16 
Year: 
2013 21 
2014 22 
2015 23 
2016 16 
2017 _6 
Total 88 
Average* 17.6 
Crash Rate? 0.71 
Significant® No 
Type: 
Angle 21 
Rear-End 48 
Head-On 0 
Sideswipe 13 
Fixed Object 6 
Pedestrian 0 
Bicyclist 0 
Unknown/Other _0 
Total 88 
Weather Conditions: 
Clear 64 
Cloudy/Rain 16 
Snow/Ice 2 
Fog 0 
Unknown/Other 6 
Total 88 
Lighting Conditions: 
Daylight 58 
Dawn/Dusk 3 
Dark (lit) 24 
Dark (unlit) 3 
Unknown/Other _0 
Total 88 
Pavement Conditions: 
Dry 75 
Wet 11 
Snow/Ice 2 
Unknown/Other _0 
Total 88 
Severity: 
Property Damage Only 67 
Personal Injury 20 
Fatality 0 
Unknown/Other 1 
Total 88 


*See notes at end of table. 
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Table 3 Continued 
MOTOR VEHICLE CRASH DATA SUMMARY 





Lake Street at Lake Street at Lake Street at 
Burch Street & Margaret Street & Minuteman Lake Street at Mass Ave at 
Scenario Alfred Road Lakehill Avenue Bikeway Brooks Avenue Lake Street 
Year: 
2013 2 2 1 3 3 
2014 0 1 5 4 3 
2015 0 0 3 1 9 
2016 0 2 6 1 2 
2017 1 2 3 2 5 
Total 3 7 18 1 22 
Average* 0.6 1.4 3.6 2.2 44 
Crash Rate’ 0.10 0.22 0.50 0.35 0.40 
Significant® No No No No No 
Type: 
Angle 1 2 2 1 4 
Rear-End 1 2 8 3 6 
Head-On 0 1 0 1 0 
Sideswipe 1 2 1 1 11 
Fixed Object 0 0 0 1 1 
Pedestrian 0 0 4 0 0 
Bicyclist 0 0 3 0 0 
Unknown/Other 0 0 0 0 _0 
Total 3 7 18 11 22 
Weather Conditions: 
Clear 1 3 15 8 12 
Cloudy/Rain 2 4 2 1 10 
Snow/Ice 0 0 0 2; 0 
Fog 0 0 0 0 0 
Unknown/Other 0 0 wil _0 0 
Total 3 7 18 11 22 
Lighting Conditions: 
Daylight 2 6 16 9 18 
Dawn/Dusk 1 0 0 0 1 
Dark (lit) 0 1 1 2 3 
Dark (unlit) 0 0 0 0 0 
Unknown/Other 0 0 1 _0 _0 
Total 3 7 18 1 22 
Pavement Conditions: 
Dry 2 5 14 8 20 
Wet 1 2 2 1 2 
Snow/Ice 0 0 1 2 0 
Unknown/Other 0 0 1 0 0 
Total 3 7 18 11 22 
Severity: 
Property Damage Only 2 3 11 8 16 
Personal Injury 0 1 4 0 1 
Fatality 0 0 0 0 0 
Unknown/Other 1 3 3 3 a3 
Total 3 7 18 11 22 


“Average number of crashes over five-year period. 

°Crash rate per million entering vehicles (mev). 

Significant if crash rate > 0.73 for signalized intersections or > 0.57 for unsignalized intersections (MassDOT District 4 rates). 
Source: MassDOT Crash Data, 2013 through 2017. 
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FUTURE CONDITIONS 


To determine the impact of site-generated traffic volumes on the roadway network under future 
conditions, baseline traffic volumes in the study area were projected to the year 2027. Traffic vol- 
umes on the roadway network at that time, in the absence of the Project (that is, the No-Build 
condition), would include existing traffic, new traffic due to general background traffic growth, 
and traffic related to specific development by others expected to be completed by 2027. Inclusion 
of these factors resulted in the development of 2027 No-Build traffic volumes. Anticipated site- 
generated traffic volumes were then superimposed upon these No-Build traffic-flow networks to 
develop the 2027 Build traffic-volume conditions. 


FUTURE TRAFFIC GROWTH 


Traffic growth on area roadways is a function of the expected land development impacting the 
study area. Several methods are used to estimate this growth. A procedure frequently employed 
estimates an annual percentage increase in traffic growth and applies that percentage to all existing 
traffic volumes under study. The drawback to such a procedure is that some turning volumes may 
actually grow at either a higher or a lower rate at particular intersections. 


In addition, we identified the location and type of planned development affecting the study area, 
estimated the traffic to be generated by that development, and assigned it to the area roadway net- 
work. This produces a more realistic estimate of growth for local traffic. However, the drawback 
of this procedure is that the potential growth in population and development external to the study 
area would not be accounted for in the traffic projections. 


To provide a conservative analysis framework, both procedures were used in this TIA. 


General Background Growth 


Traffic-volume data compiled by MassDOT from permanent count stations and historic traffic 
counts in the area were reviewed in order to determine general background traffic growth trends. 
Based on a review of this data and other area traffic studies, it was determined that the traffic 
volumes are fluctuating in the area. The average annual percent change was determined to be 
approximately -0.15 percent. To be conservative, a 0.5 percent per year compounded annual back- 
ground traffic growth rate was used to account for future traffic growth including presently unfore- 
seen development within the study area. 
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Specific Development by Others 


The Town of Arlington was contacted in order to determine if there are any planned or approved 
specific development projects within the area that would have an impact on future traffic volumes 
at the study intersections. Based on these discussions the Hardy School Expansion and Buildings 
400/500 at Discovery Park were identified for inclusion in this assessment. 


Hardy School Expansion — The Hardy Elementary School located at 52 Lake Street began con- 
struction a three-story, six-classroom expansion in 2018. The construction is complete but enroll- 
ment in the school has remained generally the same since 2017 with approximately 450 students 
according to the Massachusetts Department of Elementary and Secondary Education (MDESE).? 
The MDESE indicates that the school has approximately 15 students per teacher. To calculate the 
expected number of trips due to the expansion, the average number of students per teacher (15) was 
multiplied by the number of new classrooms (6). Therefore, the expansion is assumed to increase 
student enrolment by 90 students. It is assumed that 60 percent of the new trips will be driving trips 
and 40 percent will be walking trips. Trip-generation statistics published by the Institute of 
Transportation Engineers (ITE)!° for Land Use Code (LUC) 520, Elementary School were used to 
determine the number of trips associated with an increase of 90 students and these volumes were 
added to the future condition networks. 


Discovery Park Buildings 400/500 — Buildings 400 and 500 at Discovery Park in Cambridge, 
Massachusetts are permitted for 278,000 square feet (sf) of office/R&D space. Access to the build- 
ings is provided via the existing driveway off Acorn Park Drive. Since no traffic study was devel- 
oped specifically for this component of Discovery Park, traffic volumes were obtained from initial 
traffic studies developed for that project and added to the future condition networks. 


Planned Roadway Improvements 


The Town of Arlington was contacted in order to determine if there are any planned roadway 
improvement projects expected to be completed within the study area in the seven-year planning 
horizon. Based on these discussions, no roadway improvement projects are planned within the 
study area beyond general maintenance except for the signalization of the intersection of Lake 
Streets with the Minuteman Commuter Bikeway. 


Signalization of Lake Street at Minuteman Commuter Bikeway — The intersection of Lake Street 
with the Minuteman Commuter Bikeway was under construction to be signalized at the time data 
was collected. Therefore, under future conditions this intersection was assumed to be signalized 
and coordinated with the signal at the intersection of Lake Street with Brooks Avenue as reflected 
on design plans provided by the Town of Arlington. 


No-Build Traffic Volumes 


The 2026 No-Build peak-hour traffic-volume networks were developed by applying the 0.5 percent 
per year compounded annual background traffic growth rate to the 2020 peak-hour traffic volumes 
and incorporating traffic projections from the identified background developments. The resulting 
2027 No-Build weekday morning and weekday evening peak-hour traffic-volume networks are 
shown on Figure 5 and Figure 6, respectively. 





°Massachusetts Department of Elementary and Secondary Education - Massachusetts School and District 
Profiles; 2020; profiles.doe.mass.edu/general/general.aspx?topNavID=1. 
'0Trip Generation, Tenth Edition; Institute of Transportation Engineers; Washington, DC; 2017. 
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PROJECT-GENERATED TRAFFIC 


The Project entails constructing 176 residential units to be located on the Mugar Parcel in 
Arlington, Massachusetts. In order to develop the traffic characteristics of the proposed Project, 
trip-generation statistics published by the ITE for LUC 221, Multifamily Housing (Mid-Rise) were 
used in conjunction with mode split data from a traffic monitoring report prepared for the'! report 
for the Vox on Two residential development located at 223 Concord Turnpike. 


Vox on Two Mode Split Data 


Mode split data from the Vox on Two residential development was used in trip-generation calcu- 
lations. Vox on Two is located at 223 Concord Turnpike in Cambridge, Massachusetts. The Project 
is anticipated to have similar commuting characteristics as the Vox on Two site as they are in close 
proximity with one another, have similar access to transit and sustainable transportation facilities, 
and are likely to appeal to the same demographic tenant base. The Vox on Two 2019 mode split 
characteristics are provided in Table 4. 


Table 4 
VOX ON TWO: 2019 MODE SPLIT? 





Mode Percent 
Single Occupancy Vehicle 39 
High Occupancy Vehicle 6 
Transit 35 
Bike 5 
Walk 14 
Other walt 
TOTAL 100 


“From Vox on Two 2019 PTDM Report filed with the City of 
Cambridge Community Development Department. 


Site-Generated Trips by Mode 


The Vox on Two mode split data was then applied to the ITE trip-generation projections for LUC 
221 to determine the site-generated trips by mode. A summary of the expected site-generated trips 
by mode is provided in Table 5. 


19019 Parking and Transportation Demand Management (PTDM) Report; Vox on Two; Cambridge, MA; 
2019. 
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Table 5 


PROJECT TRIP GENERATION SUMMARY 


SOV HOV Transit Bike Walk Other 
Time Period/ ITE Project Project Trips Trips Trips Trips Trips Trips Total Project 
Directional Distribution Vehicle Trips? Person Trips? 39% 6% 35% 5% 14% 1% Vehicle Trips® 
Weekday Daily 958 1,082 422 64 378 54 152 12 430 
Weekday Morning Peak Hour: 
Entering 16 18 7 1 6 1 3 0 7 
Exiting 44 50 20 3 18 2 7 0 20 
Total 60 68 27 4 4 3 10 0 27 
Weekday Evening Peak Hour: 
Entering 46 52 20 3 18 3 7 1 20 
Exiting 30 34 13 2 12 2 5 0 13 
Total 76 86 33 5 30 5 12 1 33 


*Based on ITE LUC 221, Multifamily Housing (Mid-Rise); 176 units. 
‘ITE vehicle trips multiplied by VOR from American Community Survey 2018 5-year estimates for Census Tract 3561; VOR = 1.13 


“SOV+HOV persons trips divided by VOR from American Community Survey 2018 5-year estimates for Census Tract 3561; VOR = 1.13 


As can be seen in Table 5, the Project is expected to generate 430 vehicle trips on an average 
weekday (two-way, 24-hour volume), with 27 vehicle trips (7 entering and 20 exiting) expected 
during the weekday morning peak hour. During the weekday evening peak hour, the Project is 
expected to generate 33 vehicle trips (20 entering and 13 exiting). Transit, bike, and walking trips 
are expected to generate 37 weekday morning person trips and 47 weekday evening person trips. 


TRIP DISTRIBUTION AND ASSIGNMENT 


The Project trip distribution was based on a review of existing travel patterns at the study area 
intersections and Journey-to-Work data for Arlington obtained from the United States Census 
Bureau.” The trip distribution for the Project is summarized in Table 6 and graphically depicted 
on Figure 7. The weekday morning and weekday evening peak-hour traffic volumes expected to be 
generated by the Project were assigned on the study area roadway network as shown on Figure 8 


and Figure 9, respectively. 


22011-2015 5-Year American Community Survey; U.S. Census Bureau; 2019. 
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Table 6 
TRIP-DISTRIBUTION SUMMARY 





Direction Percentage of 


Roadway (To/From) Site Traffic 
Route 2 West 45 
Lake Street West 10 
Massachusetts Avenue North 15 
Massachusetts Avenue South 20 
Alewife Brook Parkway South _10 
TOTAL 100 


FUTURE TRAFFIC VOLUMES — BUILD CONDITION 


The 2027 Build condition networks consist of the 2027 No-Build traffic volumes with the antici- 
pated site-generated traffic added to them. The 2027 Build weekday morning and weekday evening 
peak-hour traffic-volume networks are graphically depicted on Figure 10 and Figure 11, 
respectively. 


A summary of peak-hour projected traffic-volume increases external to the study area that is the 
subject of this assessment is shown in Table 7. These volumes are based on the expected increases 


from the Project. 


As shown in Table 7, Project-related traffic-volume increases external to the study area relative to 
2027 No-Build conditions are anticipated to range from 0.1 to 0.8 percent during the peak periods. 
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Table 7 
PEAK-HOUR TRAFFIC-VOLUME INCREASES? 


Traffic-Volume Percent 
2027 2027 Increase Over _—_ Increase Over 
Location/Peak Hour No-Build Build No-Build No-Build 

Route 2, west of Lake Street: 

Weekday Morning 1,958 1,970 12 0.6 

Weekday Evening 1,913 1,928 15 0.8 
Lake Street, west of Route 2 EB On/Off-Ramps: 

Weekday Morning 1,444 1,447 3 0.2 

Weekday Evening 1,554 1,557 3 0.2 
Massachusetts Avenue, north of Lake Street: 

Weekday Morning 2,171 2,175 4 0.2 

Weekday Evening 1,999 2,004 5 0.3 
Massachusetts Avenue, south of Lake Street: 

Weekday Morning 1,998 2,003 5 0.3 

Weekday Evening 2,004 2,011 7 0.3 
Alewife Brook Parkway, south of Route 2: 

Weekday Morning 3,259 3,262 3 0.1 

Weekday Evening 3,093 3,096 3 0.1 


“Two-way traffic total. 


PARKING ANALYSIS 


A parking analysis for the proposed development was conducted utilizing parking ratio require- 
ments from the Town of Arlington Zoning Bylaw. Table 8 summarizes the parking analysis. 


Table 8 
PARKING ANALYSIS 
Number of 
Room Type Units Required Rate Required Spaces 
Studio 11 1 space/unit 11 
1-bedroom 87 1.15 spaces/unit 101 
2-bedroom 58 1.5 spaces/unit 87 
3-bedroom 20 2 spaces/unit _40 
Total 176 -- 239 


Spaces Provided 239 
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As can be seen from Table 8, the site is required to provide 239 parking spaces for the proposed 
176 units. Accordingly, the Project proposes to construct 239 spaces onsite. This results in a ratio 
of 1.36 spaces per unit, which is generally consistent with data from the ITE Parking Generation 
Manual? The ITE indicates that parking demand for this size development would be accommo- 
dated with a rate of 1.31 spaces per unit. Therefore, it is anticipated that adequate parking will be 
provided on site for the Project. 


Both the Vox on Two and the recently completed Tempo apartment developments in Cambridge 
have been constructed with a parking ratio of 1 space per unit. In addition, based on the monitoring 
report, approximately 14 percent of Vox residents do not have any vehicles and therefore do not 
need any parking. Since the Project is in a similar location as the Vox on Two development with 
similar access to the Alewife MBTA Station and arguably better access to the Minuteman Bikeway, 
it is expected that similar parking usage will be the case for the Project. 


In addition, the Project will also provide 144 bike parking spaces. These spaces will be located in 
the garage and as such will provide sheltered secure bike storage, which is typically viewed as 
critical to encouraging the use of this sustainable form of transportation. It is anticipated that with 
the bike parking on site, the proposed mitigation (identified later in this report), and the site’s close 
proximity to the Minuteman Bikeway, the Project will appeal to an active resident demographic 
that is more focused on sustainable transportation than personal vehicle use. 


3 Parking Generation Manual, 5" Edition; ITE; Washington, D.C.; January 2019. 
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TRAFFIC OPERATIONS ANALYSIS 


Measuring existing and future traffic volumes quantifies traffic flow within the study area. To 
assess quality of flow, roadway capacity and vehicle queue analyses were conducted under 
Existing, No-Build, and Build traffic-volume conditions. Capacity analyses provide an indication 
of how well the roadway facilities serve the traffic demands placed upon them, with vehicle queue 
analyses providing a secondary measure of the operational characteristics of an intersection or 
section of roadway under study. 


METHODOLOGY 
Levels of Service 


A primary result of capacity analyses is the assignment of level of service to traffic facilities under 
various traffic-flow conditions. '* The concept of level of service is defined as a qualitative measure 
describing operational conditions within a traffic stream and their perception by motorists and/or 
passengers. A level-of-service definition provides an index to quality of traffic flow in terms of 
such factors as speed, travel time, freedom to maneuver, traffic interruptions, comfort, convenience, 
and safety. 


Six levels of service are defined for each type of facility. They are given letter designations from 
A to F, with level-of-service (LOS) A representing the best operating conditions and LOS F repre- 
senting congested or constrained operating conditions. 


Since the level of service of a traffic facility is a function of the traffic flows placed upon it, such a 


facility may operate at a wide range of levels of service, depending on the time of day, day of week, 
or period of year. 


The capacity analysis methodology is based on the concepts and procedures presented in the Highway 
Capacity Manual 6" Edition; Transportation Research Board; Washington, DC; 2016. 
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Unsignalized Intersections 


The six levels of service for unsignalized intersections may be described as follows: 


e LOS A represents a condition with little or no control delay to minor street traffic. 
e LOS B represents a condition with short control delays to minor street traffic. 

e LOS C represents a condition with average control delays to minor street traffic. 
e LOS D represents a condition with long control delays to minor street traffic. 


e LOS E represents operating conditions at or near capacity level, with very long control 
delays to minor street traffic. 


e LOS F represents a condition where minor street demand volume exceeds capacity of an 
approach lane, with extreme control delays resulting. 


The levels of service of unsignalized intersections are determined by application of a procedure 
described in the Highway Capacity Manual 6" Edition.'> Level of service is measured in terms of 
average control delay. Mathematically, control delay is a function of the capacity and degree of 
saturation of the lane group and/or approach under study and is a quantification of motorist delay 
associated with traffic control devices such as traffic signals and STOP signs. Control delay 
includes the effects of initial deceleration delay approaching a STOP sign, stopped delay, queue 
move-up time, and final acceleration delay from a stopped condition. Definitions for level of 
service at unsignalized intersections are also given in the Highway Capacity Manual 6" Edition. 
Table 9 summarizes the relationship between level of service and average control delay for two- 
way stop controlled and all-way stop controlled intersections. 


Table 9 
LEVEL-OF-SERVICE CRITERIA FOR 
UNSIGNALIZED INTERSECTIONS? 


Level-Of-Service by Volume-to-Capacity Ratio Average Control Delay 
vic < 1.0 vic > 1.0 (Seconds Per Vehicle) 


<10.0 
10.1 to 15.0 
15.1 to 25.0 
25.1 to 35.0 
35.1 to 50.0 

>50.0 


AMDaAWSY> 
aaa ae 


"Source: Highway Capacity Manual 6" Edition; Transportation Research Board; Washington, DC; 
2016; page 20-6. 


'° Highway Capacity Manual 6" Edition; Transportation Research Board; Washington, DC; 2016. 
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Signalized Intersections 


The six levels of service for signalized intersections may be described as follows: 


e LOS A describes operations with very low control delay; most vehicles do not stop at all. 


e LOS B describes operations with relatively low control delay. However, more vehicles stop 
than LOS A. 


e LOS C describes operations with higher control delays. Individual cycle failures may begin 
to appear. The number of vehicles stopping is significant at this level, although many still 
pass through the intersection without stopping. 


e LOS D describes operations with control delay in the range where the influence of conges- 
tion becomes more noticeable. Many vehicles stop and individual cycle failures are 
noticeable. 


e LOS E describes operations with high control delay values. Individual cycle failures are 
frequent occurrences. 


e LOS F describes operations with high control delay values that often occur with over- 
saturation. Poor progression and long cycle lengths may also be major contributing causes 
to such delay levels. 


Levels of service for signalized intersections are calculated using the operational analysis method- 
ology of the Highway Capacity Manual 6" Edition. This method assesses the effects of signal type, 
timing, phasing, and progression; vehicle mix; and geometrics on delay. Level-of-service designa- 
tions are based on the criterion of control or signal delay per vehicle. Control or signal delay is a 
measure of driver discomfort, frustration, and fuel consumption, and includes initial deceleration 
delay approaching the traffic signal, queue move-up time, stopped delay, and final acceleration 
delay. Table 10 summarizes the relationship between level of service and control delay. The tabu- 
lated control delay criterion may be applied in assigning level-of-service designations to individual 
lane groups, to individual intersection approaches, or to entire intersections. 


Table 10 
LEVEL-OF-SERVICE CRITERIA 
FOR SIGNALIZED INTERSECTIONS* 





Level-of-Service by Volume-to-Capacity Ratio Average Control Delay 
w/e < 1.0 vic > 1.0 (Seconds Per Vehicle) 


<10.0 
10.1 to 20.0 
20.1 to 35.0 
35.1 to 55.0 
55.1 to 80.0 

>80.0 


7AMDaAwWPY 
aa aaa 


“Source: Highway Capacity Manual 6" Edition; Transportation Research Board; 
Washington, DC; 2016; page 19-16. 
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ANALYSIS RESULTS 


Level-of-service analyses were conducted for 2020 Baseline, 2027 No-Build, and 2027 Build con- 
ditions for the study area intersections. The results of the intersection capacity analysis within the 
study area are described below, with a tabular summary provided in Table 11 and Table 12. 


Unsignalized Intersection Analysis Results 


Lake Street at Wilson Avenue 


Under all existing and future conditions, the critical movement at this intersection operates at 
LOS F during the weekday morning and at LOS E during the weekday evening peak hour. 


Lake Street at Littlejohn Street 


Under all existing and future conditions, the critical movement at this intersection operates at 
LOS F during the weekday morning peak hour. During the weekday evening peak hour, the critical 
movement at this intersection operates at LOS D under 2020 Baseline conditions and LOS E during 
2027 No-Build and 2027 Build conditions. 


Lake Street at Homestead Road 


Under all existing and future conditions, the critical movement at this intersection operates at 
LOS F during the weekday morning and at LOS D during the weekday evening peak hour. 


Lake Street at Burch Street and Alfred Road 


The critical movements at this intersection operate at LOS E under the 2020 Baseline conditions 
during both the weekday morning and weekday evening peak hours. Under the 2027 No-Build 
condition the northbound movement operates at LOS F while the southbound movement operates 
at LOS E during both the weekday morning and weekday evening peak hours. Under the 2027 
Build condition critical movements operate at LOS E during the weekday morning peak hour. The 
level of service remains unchanged during the weekday evening peak hour under 2027 Build con- 
ditions. The weekday morning peak hour level of service improves during the 2027 Build condition 
because project trips were added to the northbound right-turn movement which reduced the average 
delay for the approach. 


Lake Street at Margaret Street and Lakehill Avenue 

Under 2020 Baseline and 2027 No-Build conditions, the critical movements at this intersection 
operate at LOS F or better during the weekday morning and weekday evening peak hours. No 
changes to level of service occur as a result of the addition of Project volumes under 2027 Build 
conditions. 


Dorothy Road/Littlejohn Street at Site Driveway 


Under 2027 Build conditions, the critical movement at this intersection operates at LOS A during 
the weekday morning and weekday evening peak hours. 
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Table 11 


UNSIGNALIZED INTERSECTION CAPACITY ANALYSIS SUMMARY 











Intersection/ 2020 Baseline 2027 No-Build 2027 Build 
Critical Movement/Peak Hour Vv/C? Delay? LOS Queue? V/C Delay LOS Queue V/C Delay LOS Queue 
Lake Street at Wilson Avenue: 
Weekday Morning: 
Wilson Avenue NB LT/RT 0.11 >50 F 10 0.13 >50 F 10 0.14 >50 F 13 
Weekday Evening: 
Wilson Avenue NB LT/RT 0.13 36 E 10 0.14 40 E 13 0.15 41 E 13 
Lake Street at Littlejohn Street: 
Weekday Morning: 
Littlejohn Street NB LT/RT 0.47 >50 F 50 0.56 >50 F 60 0.86 >50 F 103 
Weekday Evening: 
Littlejohn Street NB LT/RT 0.18 35 D 15 0.20 39 E 18 0.30 46 E 30 
Lake Street at Homestead Road: 
Weekday Morning: 
Homestead Road NB LT/RT 0.13 >50 F 10 0.16 >50 F 13 0.16 >50 F 13 
Weekday Evening: 
Homestead Road NB LT/RT 0.08 28 D 8 0.09 31 D 8 0.09 31 D 8 
Lake Street at Burch Street and Alfred Road: 
Weekday Morning: 
Burch Street NB LT/TH/RT 0.23 43 E 20 0.27 >50 F 25 0.30 47 E 30 
Alfred Road SB LT/TH/RT 0.13 38 E 10 0.15 44 E 13 0.16 46 E 13 
Weekday Evening: 
Burch Street NB LT/TH/RT 0.24 47 E 23 0.27 >50 F 25 0.30 Sl F 30 
Alfred Road SB LT/TH/RT 0.05 41 E 5 0.06 47 E 5 0.06 50 E 5 
Lake Street at Margaret Street and Lakehill Avenue: 
Weekday Morning: 
Margaret Street NB LT/TH/RT 0.67 >50 r 73 0.80 >50 r 83 0.84 >50 © 88 
Lakehill Avenue SB LT/TH/RT 0.16 34 D 15 0.20 40 E 18 0.20 40 E 18 
Weekday Evening: 
Margaret Street NB LT/TH/RT 0.47 >50 F 50 0.54 >50 F 58 0.54 >50 F 58 
Lakehill Avenue SB LT/TH/RT 0.26 >50 F 23 0.31 >50 F 28 0.31 >50 F 30 
Dorothy Road/Littlejohn Street at Site Driveway: 
Weekday Morning: 
Site Driveway NB TH/RT Intersection constructed under 2027 Build conditions 
Weekday Evening: 0.02 9 A 3 
Site Driveway NB TH/RT 
0.01 9 A 0 





“Volume to capacity ratio. 

‘Delay in seconds per vehicle. 
“Level of service. 

495th percentile queue length in feet. 


NB = northbound; SB = southbound; EB = eastbound; WB = westbound; LT = left-turning movements; TH = through movements; RT = right-turning movements. 
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Signalized Intersection Analysis Results 


Route 2 at Route 16 


Signal 1 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS D 
or better during both the weekday morning and weekday evening peak hours. No changes to overall 
level of service occur as a result of the addition of Project volumes under 2027 Build conditions. 


Signal 2 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS E 
during the weekday morning and overall LOS F during the weekday evening peak hours. No 
changes to overall level of service occur as a result of the addition of Project volumes under 2027 
Build conditions. 


Signal 3 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS C 
or better during both the weekday morning and weekday evening peak hours. No changes to overall 
level of service occur as a result of the addition of Project volumes under 2027 Build conditions. 


Signal 4 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS A 
during both the weekday morning and weekday evening peak hours. No changes to overall level of 
service occur as a result of the addition of Project volumes under 2027 Build conditions. 


Lake Street at Route 2 Eastbound On/Off-Ramps 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS D 
or better during both the weekday morning and weekday evening peak hours. No changes to overall 
level of service occur as a result of the addition of Project volumes under 2027 Build conditions. 


Lake Street at Route 2 Westbound On/Off-Ramps 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS D 
or better during both the weekday morning and weekday evening peak hours. No changes to overall 
level of service occur as a result of the addition of Project volumes under 2027 Build conditions. 


Lake Street at Minuteman Commuter Bikeway 


Though this intersection is currently unsignalized, it was modeled in Synchro as signalized under 
Existing conditions to provide a consistent basis for analysis. Under 2027 No-Build and 2027 Build 
conditions the signal is coordinated with the signal at the intersection of Lake Street with Brooks 
Avenue. Under 2020 Baseline conditions, this intersection operates at an overall LOS D during the 
weekday morning and an overall LOS A during the weekday evening peak hour. Under 2027 No- 
Build conditions, when the signal is coordinated with the Brooks Avenue intersection, this 
intersection operates at an overall LOS C during the weekday morning peak hour and an overall 
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LOS B during the weekday evening peak hour. No changes to overall levels of service occur as a 
result of the addition of Project volumes under 2027 Build conditions. 


Lake Street at Brooks Avenue 


Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS D 
or better during both the weekday morning and weekday evening peak hours. No changes to overall 
levels of service occur as a result of the addition of Project volumes under 2027 Build conditions 
during the weekday evening peak hour. The level of service changes from D to E during the week- 
day morning peak hour under 2027 Build conditions but the average delay only increases 1 second 
from 35 to 36 seconds. 


Massachusetts Avenue at Lake Street 
Under 2020 Baseline and 2027 No-Build conditions, this intersection operates at an overall LOS F 


or better during both the weekday morning and weekday evening peak hours. No changes to overall 
levels of service occur as a result of the addition of Project volumes under 2027 Build conditions. 
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Table 12 


SIGNALIZED INTERSECTION CAPACITY ANALYSIS SUMMARY 











2020 Baseline 2027 No-Build 2027 Build 
Intersection/ Queue Queue Queue 
Critical Movement/Peak Hour v/C? Delay? LOS‘ 50t95% VIC Delay LOS 5o0t95% VIC Delay LOS 5o0t95% 
ROUTE 2 AT ROUTE 16 (4 SIGNALS) 
Signal 1: Route 2 WB at Route 16 SB: 
Weekday Morning: 
Route 2 EB LT 0.81 8 A 41/40 0.85 10 B 43/40 0.85 10 B 43/40 
Route 2 SB RT 0.98 53 D 502/613 1.02 63 E 581/659 1.02 63 E 581/659 
Overall -- 27 Cc -- -- 32 Cc -- -- 32 Cc -- 
Weekday Evening: 
Route 2 WB TH 1.04 31 Cc 656/52 1.08 48 D 702/57 1.08 49 D 704/56 
Route 16 SB RT 0.91 42 D 442/606 0.95 47 D 472/644 0.95 47 D 472/644 
Overall -- 35 Cc -- -- 48 D -- -- 48 D -- 
Signal 2: Route 2 EB at Route 16 
NB/SB/Alewife Station Access Road: 
Weekday Morning: 
Route 2 EB LT 0.89 67 E 197/291 0.92 72 E 206/308 0.92 72 E 206/308 
Alewife Station Access Road WB TH 0.25 17 B 82/134 0.26 17 B 86/138 0.26 17 B 86/138 
Route 16 NB LT 1.04 69 E 665/804 1.09 >80 F 728/868 1.09 >80 F 730/868 
Route 16 SB TH 0.70 46 D 213/259 0.72 47 D 223/269 0.72 47 D 223/269 
Overall -- 61 E -- -- 73 E -- -- 73 E -- 
Weekday Evening: 
Route 2 EB LT 1.14 >80 F 300/418 1.19 >80 F 326/446 1.19 >80 F 326/446 
Alewife Station Access Road WB TH 0.82 29 C 399/578 0.85 33 Cc 422/639 0.85 33 Cc 422/639 
Route 16 NB LT 1.10 89 F 741/880 1.14 >80 F 792/931 1.14 >80 F 794/933 
Route 16 SB TH 0.30 38 D 81/119 0.31 38 D 84/123 0.31 38 D 84/123 
Overall -- >80 F -- -- >80 F -- -- >80 F -- 
Signal 3: Route 16 NB/SB at 
Alewife Station Access Road: 
Weekday Morning: 
Alewife Station Access Road WB TH 0.17 8 A 48/78 0.17 9 A 50/81 0.17 9 A 50/81 
Alewife Station Access Road WB RT 0.06 8 A 15/30 0.07 8 A 15/31 0.07 8 A 15/31 
Route 16 NB TH 0.30 38 D 80/117 0.32 38 D 83/121 0.32 38 D 83/121 
Overall -- 23 Cc -- -- 23 Cc -- -- 23 Cc - 
Weekday Evening: 
Alewife Station Access Road WB TH 0.54 15 B 227/320 0.56 16 B 239/337 0.56 16 B 239/337 
Alewife Station Access Road WB RT 0.35 10 B 106/159 0.36 11 B 110/165 0.36 11 B 110/165 
Route 16 NB TH 0.29 38 D 78/115 0.30 38 D 81/119 0.30 38 D 81/119 
Overall - 18 B - - 19 B -- -- 19 B -- 
See notes at end of table. 
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Table 12 (Continued) 


SIGNALIZED INTERSECTION CAPACITY ANALYSIS SUMMARY 











2020 Baseline 2027 No-Build 2027 Build 
Intersection/ Queue Queue Queue 
Critical Movement/Peak Hour vic? Delay? LOS* s0%/95" V/C Delay LOS 50%/95" V/C Delay LOS s0%/95" 
Signal 4: Route 2 EB at Route 16 SB: 

Weekday Morning: 
Route 2 EB RT 0.50 11 B 209/258 0.52 12 B 220/272 0.52 12 B 221/272 
Route 16 SB TH 0.59 3 A 5/0 0.62 4 A 5/0 0.62 4 A 5/0 
Overall -- 9 A -- -- 9 A -- -- 9 A -- 

Weekday Evening: 
Route 2 EB RT 0.48 11 B 198/245 0.50 11 B 209/255 0.50 11 B 210/258 
Route 16 SB TH 0.25 1 A 0/0 0.26 1 A 0/1 0.26 1 A 0/1 
Overall -- 9 A -- -- 10 A -- -- 10 A -- 

LAKE STREET AT ROUTE 2 EB ON/OFF-RAMPS: 

Weekday Morning: 
Lake Street EB TH 0.59 25 C 95/176 0.64 28 C 118/204 0.65 28 C 119/205 
Lake Street EB RT 0.26 0 A 0/0 0.30 0 A 0/0 0.30 0 A 0/0 
Lake Street WB LT 0.56 28 Cc 62/116 0.58 27 Cc 83/151 0.58 27 Cc 84/152 
Lake Street WB TH 0.25 7 A 39/53 0.25 7 A 42/57 0.25 7 A 43/57 
Route 2 EB Off-Ramp NB LT 0.89 44 D 167/400 1.04 79 E 234/482 1.04 >80 F 236/482 
Route 2 EB Off-Ramp NB RT 0.70 12 B 36/191 0.78 17 B 54/243 0.78 17 B 55/246 
Overall -- 18 B -- -- 26 Cc -- -- 27 Cc -- 

Weekday Evening: 
Lake Street EB TH 0.73 26 Cc 196/335 0.75 27 Cc 214/360 0.75 27 Cc 215/361 
Lake Street EB RT 0.11 0 A 0/0 0.12 0 A 0/0 0.12 0 A 0/0 
Lake Street WB LT 0.59 35 Cc 71/142 0.61 36 D 79/156 0.61 36 D 80/157 
Lake Street WB TH 0.15 5 A 26/37 0.16 5 A 27/40 0.16 5 A 27/40 
Route 2 EB Off-Ramp NB LT 1.08 >80 F 253/556 >1.20 >80 F 314/633 >1.20 >80 F 315/634 
Route 2 EB Off-Ramp NB RT 0.81 19 B 57/279 0.90 28 Cc 90/362 0.90 29 Cc 92/367 
Overall -- 35 Cc -- -- 49 D -- -- 49 D -- 

See notes at end of table. 
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Table 12 (Continued) 


SIGNALIZED INTERSECTION CAPACITY ANALYSIS SUMMARY 








2020 Baseline 2027 No-Build 2027 Build 
Intersection/ Queue! Queue Queue 
Critical Movement/Peak Hour vic? Delay? LOS‘ s0%/95" V/C Delay LOS 50%/95" VIC Delay LOS 50%/95" 
LAKE STREET AT ROUTE 2 WB ON/OFF-RAMPS: 
Weekday Morning: 
Lake Street EB LT 0.73 38 D 81/164 0.77 41 D 88/179 0.77 41 D 88/179 
Lake Street EB TH 0.65 14 B 150/238 0.69 15 B 167/265 0.70 15 B 168/268 
Lake Street WB TH 0.96 57 E 168/335 1.05 >80 F 214/378 1.06 >80 F 217/381 
Lake Street WB RT 0.96 34 Cc 80/314 1.03 51 D 135/357 1.04 55 D 169/364 
Route 2 WB Off-Ramp NB LT 0.18 18 B 22/47 0.23 19 B 28/56 0.23 19 B 28/56 
Route 2 WB Off-Ramp NB LT/TH 0.19 18 B 23/48 0.22 19 B 28/55 0.22 19 B 28/55 
Route 2 WB Off-Ramp NB RT 0.02 0 A 0/0 0.02 0 A 0/0 0.02 0 A 0/0 
Overall -- 32 Cc -- -- 44 D -- -- 45 D -- 
Weekday Evening: 
Lake Street EB LT 1.04 >80 F 155/289 1.18 >80 F 191/331 1.19 >80 F 191/331 
Lake Street EB TH 0.89 27 Cc 246/461 0.93 32 Cc 274/502 0.94 34 Cc 281/513 
Lake Street WB TH 0.62 27 Cc 84/149 0.64 27 Cc 90/160 0.64 27 Cc 91/161 
Lake Street WB RT 0.58 T: A 0/55 0.59 7 A 0/56 0.59 a A 0/57 
Route 2 WB Off-Ramp NB LT 0.25 19 B 33/72 0.27 19 B 35/75 0.27 19 B 35/75 
Route 2 WB Off-Ramp NB LT/TH 0.24 19 B 34/72 0.26 19 B 36/76 0.26 19 B 36/76 
Route 2 WB Off-Ramp NB RT 0.04 0 A 0/0 0.04 0 A 0/0 0.05 0 A 0/0 
Overall -- 33 Cc - -- 44 D -- -- 45 D -- 
LAKE STREET AT MINUTEMAN COMMUTER BIKEWAY: 
Weekday Morning: 
Lake Street EB TH 0.54 8 A 101/149 0.59 15 B 245/378 0.60 15 B 249/384 
Lake Street WB TH 0.84 65 E 232/517 0.92 44 D 121/405 0.92 44 D 122/427 
Overall -- 43 D -- -- 33 Cc -- -- 33 Cc -- 
Weekday Evening: 
Lake Street EB LT/TH/RT 0.66 9 A 170/251 0.75 16 B 326/460 0.76 16 B 339/477 
Lake Street WB LT/TH/RT 0.41 8 A 86/141 0.47 4 A 53/98 0.48 4 A 53/98 
Overall -- 9 A -- -- 11 B -- -- 11 B -- 
LAKE STREET AT BROOKS AVENUE: 
Weekday Morning: 
Lake Street EB LT/TH/RT 0.59 19 B 55/408 0.62 4 A 9/3 0.62 4 A 8/3 
Lake Street WB LT/TH/RT 0.98 38 D 147/772 0.99 63 E 618/1013 0.99 64 E 621/1017 
Brooks Avenue NB LT/TH/RT 0.18 19 B 6/28 0.57 58 E 32/59 0.57 58 E 32/59 
Brooks Avenue SB LT/TH/RT 0.42 9 A 2/35 0.47 14 B 7/41 0.47 14 B 7/41 
Overall -- 29 Cc -- -- 40 D -- -- 40 D -- 
Weekday Evening: 
Lake Street EB LT/TH/RT 0.85 71 E 97/636 0.82 8 A 33/38 0.83 8 A 29/57 
Lake Street WB LT/TH/RT 0.50 10 B 43/286 0.47 10 A 147/234 0.48 10 A 150/237 
Brooks Avenue NB LT/TH/RT 0.10 18 B 4/20 0.46 49 D 14/36 0.46 49 D 14/36 
Brooks Avenue SB LT/TH/RT 0.38 9 A 1/30 0.55 16 B 3/37 0.55 16 B 3/37 
Overall -- 44 D -- -- 10 B -- -- 10 B -- 
See notes at end of table. 
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Table 12 (Continued) 


SIGNALIZED INTERSECTION CAPACITY ANALYSIS SUMMARY 











2020 Baseline 2027 No-Build 2027 Build 
Intersection/ Queue Queue Queue 
Critical Movement/Peak Hour vic? Delay? LOS* s0%/95" V/C Delay LOS 50%/95" V/C Delay LOS s0%/95" 
MASSACHUSETTS AVENUE AT LAKE STREET: 
Weekday Morning: 
Lake Street EB LT/RT 1.12 >80 F 306/659 1.17 >80 F 335/698 1.18 >80 F 343/709 
Massachusetts Avenue NB LT >1.20 >80 F 211/512 >1.20 >80 F 250/559 >1.20 >80 F 251/562 
Massachusetts Avenue NB TH 0.49 18 B 133/317 0.51 18 B 140/332 0.51 18 B 140/332 
Massachusetts Avenue SB TH 0.75 32 Cc 198/371 0.77 33 Cc 208/409 0.77 33 Cc 208/409 
Massachusetts Avenue SB RT 0.96 48 D 213/561 1.00 59 E 237/604 1.00 57 E 237/606 
Overall -- 716 E -- -- 91 F -- -- >80 F -- 
Weekday Evening: 

Lake Street EB LT/RT >1.20 >80 F 498/887 >1.20 >80 F 546/949 > 1.20 >80 F 551/955 
Massachusetts Avenue NB LT 0.96 58 E 89/359 1.02 75 E 93/393 1.04 719 E 95/402 
Massachusetts Avenue NB TH 0.80 28 Cc 278/702 0.83 30 Cc 294/740 0.83 30 Cc 294/740 
Massachusetts Avenue SB TH 0.58 28 Cc 142/265 0.60 28 Cc 148/277 0.60 28 Cc 148/277 
Massachusetts Avenue SB RT 0.33 16 B 37/113 0.34 16 B 40/119 0.35 16 B 40/121 
Overall -- >80 F -- -- >80 F -- -- >80 F -- 

“Volume to capacity ratio. 

bAverage stopped delay per vehicle (in seconds). 

“Level-of-service. 

‘Queue length in feet. 
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RECOMMENDATIONS AND CONCLUSIONS 


RECOMMENDATIONS 


The traffic assessment contained herein indicates that the Project will not have substantial impacts 
at the study area intersections and Project-related traffic increases are expected to be between 
0.1 percent and 0.8 percent during the peak hours depending on location. VAI recommends the 
following: 


Bluebikes Station 


e Subject to receiving the necessary approvals from the Town, the Project will commit to 
providing a large (23 dock) Bluebikes station in the vicinity of the existing Bluebikes sta- 
tion at Thorndike Field. This will serve to accommodate demand for Bluebikes in this 
heavily traveled bike corridor adjacent to the Minuteman Bikeway. 


Site Recommendations 


e The existing vegetation on the site frontage should be removed to provide adequate sight 
distance at the proposed site driveway location. 


e The site driveway onto Dorothy Road should be placed under STOP-sign control, with 
painted STOP bars on the driveway at the STOP-sign location. 


e At the site driveway, any new landscaping or building features should not exceed 24 inches 


in height or should be placed out of the lines of sight for motorists exiting the site and for 
those approaching the driveways on Dorothy Road. 


Transportation Demand Management Measures 


e Designate an on-site employee as the site’s Transportation Coordinator to oversee market- 
ing and promoting of transportation options at the site. 


e Provide new residents transportation information packets with information on getting 
around Arlington sustainably. 
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e Provide Transitscreen installation in the building lobby which depicts accurate real-time 
information for area transit, Bluebikes stations, and Uber/Lyft services in the area. 


e The property management team will provide information on available pedestrian and bicy- 
cle facilities in the vicinity of the Project site. This information will be posted in a central- 
ized location. 


e The property management team will investigate joining either the 128 Business Council or 
the Alewife TMA. Either TMA could provide a ridematching program among residents of 
the Project and employers of the area. 


CONCLUSIONS 


VAI has completed a transportation assessment of the potential impacts on the surrounding trans- 
portation infrastructure associated with the proposed Thorndike Place residential development to 
be located on the Mugar Parcel in Arlington, Massachusetts. The following specific areas have 
been evaluated as they relate to the Project: 1) access requirements; ii) potential off-site improve- 
ments; and iii) safety considerations; under existing and future conditions, both with and without 
the Project. 


The Project is expected to produce a minor increase in traffic volumes in the vicinity of the site and 
minor but manageable increases in delays to various movements within the study area. No changes 
to critical movement levels of service occur as a result of the addition of Project volumes under 
2027 Build conditions. The level of service does go from D to E during the weekday morning peak 
hour under 2027 Build conditions at the intersection of Lake Street with Brooks Avenue but the 
average delay only increases 1 second from 35 to 36 seconds. 


The proposed addition of a large Bluebikes station adjacent to the existing station at Thorndike 
Field will help to alleviate demand for Bluebikes in this area, adjacent to the Minuteman Bikeway. 
This in combination with the proposal to include 144 sheltered bike parking spaces will encourage 
the use of bicycling as a sustainable commuting measure over the use of personal vehicles. 


Based on the above, VAI has concluded that the Project can be safely accommodated with minimal 
impact on the area road network. 
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APPENDIX 


TRAFFIC COUNT DATA 

MINUTEMAN COMMUTER BIKEWAY DATA 
SEASONAL ADJUSTMENT DATA 

COVID-19 ADJUSTMENT DATA 

PUBLIC TRANSPORTATION SCHEDULES 
MOTOR VEHICLE CRASH DATA 

GROWTH RATE DATA 

TRIP GENERATION CALCULATIONS 
JOURNEY TO WORK DATA 

CAPACITY ANALYSIS 


TRAFFIC COUNT DATA 
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Accurate Counts 
978-664-2565 


N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 


Groups Printed- Cars - Trucks - Buses 












































Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Left Right U-TR Thru Right Int. Total 
07:30 AM 21 58 24 102 60 63 75 403 
07:45 AM 19 67 36 83 63 48 95 411 
Total 40 125 60 185 123 111 170 814 
08:00 AM 19 62 33 64 46 59 108 391 
08:15 AM 30 74 37 72 58 61 109 441 
08:30 AM 25 72 33 86 44 65 77 402 
08:45 AM 28 65 30 75 50 44 70 362 
Total 102 273 133 297 198 229 364 1596 
09:00 AM 25 70 35 92 50 57 49 378 
09:15 AM 17 71 21 85 19 41 29 283 
Grand Total 184 539 249 659 390 438 612 3071 
Apprch % 25.4 74.6 19.2 50.8 30 41.7 58.3 
Total % 6 17.6 8.1 21.5 12.7 14.3 19.9 
Cars 183 537 248 658 390 435 589 3040 
% Cars 99.5 99.6 99.6 99.8 100 99.3 96.2 99 
Trucks 1 2 1 1 0 3 2 10 
% Trucks 0.5 0.4 0.4 0.2 0 0.7 0.3 0.3 
Buses 0 0 0 0 0 0 21 21 
% Buses 0 0 0 0 0 0 3.4 0.7 
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N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code : 7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :2 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru App. Total Left Right U-TR App. Total Thru Right | App. Total Int. Total 












































Peak Hour Analysis From 07:30 AM to 09:15 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:30 AM 











07:30 AM 21 58 79 24 102 60 186 63 75 138 403 

07:45 AM 19 67 86 36 83 63 182 48 95 143 411 

08:00 AM 19 62 81 33 64 46 143 59 108 167 391 

08:15 AM 30 74 104 37 72 58 167 61 109 170 441 

Total Volume 89 261 350 130 321 227 678 231 387 618 1646 
% App. Total 25.4 74.6 19.2 47.3 33.5 37.4 62.6 

PHF 742 .882 841 .878 187 901 911 .917 .888 .909 .933 

Cars 89 260 349 129 320 227 676 229 376 605 1630 

% Cars 100 99.6 99.7 99.2 99.7 100 99.7 99.1 97.2 97.9 99.0 

Trucks 0 1 1 1 1 0 2 2 1 3 6 

% Trucks 0 0.4 0.3 0.8 0.3 0 0.3 0.9 0.3 0.5 0.4 

Buses 0 0 0 0 0 0 0 0 10 10 10 

% Buses 0 0 0 0 0 0 0 0 2.6 1.6 0.6 
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978-664-2565 



































N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 
Groups Printed- Trucks 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Left Right U-TR Thru Right Int. Total 
07:30 AM 0 1 0 0 0 0 0 1 
07:45 AM 0 0 0 0 0 0 1 1 
Total 0 1 0 0 0 0 1 2 
08:00 AM 0 0 0 0 0 0 0 0 
08:15 AM 0 0 1 1 0 2 0 4 
08:30 AM 0 1 0 0 0 1 0 2 
08:45 AM 0 0 0 0 0 0 0 0 
Total 0 1 1 1 0 3 0 6 
09:00 AM 1 0 0 0 0 0 1 2 
09:15 AM 0 0 0 0 0 0 0 0 
Grand Total 1 2 1 1 0 3 2 10 
Apprch % 33.3 66.7 50 50 0 60 40 
Total % 10 20 10 10 0 30 20 
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N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 
Groups Printed- Buses 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Left Right U-TR Thru Right Int. Total 
07:30 AM 0 0 0 0 0 0 3 3 
07:45 AM 0 0 0 0 0 0 3 3 
Total 0 0 0 0 0 0 6 6 
08:00 AM 0 0 0 0 0 0 3 3 
08:15 AM 0 0 0 0 0 0 1 1 
08:30 AM 0 0 0 0 0 0 3 3 
08:45 AM 0 0 0 0 0 0 3 3 
Total 0 0 0 0 0 0 10 10 
09:00 AM 0 0 0 0 0 0 3 3 
09:15 AM 0 0 0 0 0 0 2 2 
Grand Total 0 0 0 0 0 0 21 21 
Apprch % 0 0 0 0 0 0 100 
Total % 0 0 0 0 0 0 100 
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978-664-2565 















































N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 
Groups Printed- Bikes Peds 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Peds Left Right Peds Thru Right Peds | Exclu. Total | Inclu. Total Int. Total 
07:30 AM 0 1 2 2 1 2 1 2 0 4 7 11 
07:45 AM 0 1 0 0 0 3 0 0 0 3 1 4 
Total 0 2 2 2 1 5 1 2 0 7 8 15 
08:00 AM 0 0 0 0 0 0 0 1 0 0 1 1 
08:15 AM 0 0 2 1 0 1 0 0 0 3 1 4 
08:30 AM 0 1 0 0 0 0 0 0 0 0 1 1 
08:45 AM 0 1 0 0 0 0 2 0 0 0 3 3 
Total 0 2 2 1 0 1 2 1 0 3 6 9 
09:00 AM 0 1 0 0 0 0 0 1 0 0 2 2 
09:15 AM 0 0 0 0 0 0 0 0 0 0 0 0 
Grand Total 0 5 4 3 1 6 3 4 0 10 16 26 
Apprch % 0) 100 75 25 42.9 57.1 
Total % 0 31.2 18.8 6.2 18.8 25 38.5 61.5 
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N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 


Groups Printed- Cars - Trucks - Buses 












































Lake St Frontage Rd Lake St 
From North From East From South 

Start Time Left Thru Left Right U-TR Thru Right Int. Total 
04:30 PM 11 60 23 127 0 109 11 341 
04:45 PM 9 49 24 140 0 80 14 316 
Total 20 109 47 267 0 189 25 657 
05:00 PM 8 49 40 127 1 89 22 336 
05:15 PM 9 58 87 94 0 97 14 359 
05:30 PM 10 64 118 82 1 95 26 396 
05:45 PM 17 70 94 112 4 102 18 417 
Total 44 241 339 415 6 383 80 1508 
06:00 PM 8 60 104 91 2 74 22 361 
06:15 PM 10 65 100 89 6 105 18 393 
Grand Total 82 475 590 862 14 751 145 2919 

Apprch % 14.7 85.3 40.2 58.8 1 83.8 16.2 

Total % 2.8 16.3 20.2 29.5 0.5 25.7 5 
Cars 81 474 590 862 14 751 132 2904 
% Cars 98.8 99.8 100 100 100 100 91 99.5 
Trucks 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 
Buses 1 1 0 0 0 0 13 15 
% Buses 1.2 0.2 0 0 0 0 0.5 
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N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear Page No :2 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru App. Total Left Right U-TR App. Total Thru Right | App. Total Int. Total 
Peak Hour Analysis From 04:30 PM to 06:15 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:30 PM 
05:30 PM 10 64 74 118 82 1 201 95 26 121 396 
05:45 PM 17 70 87 94 112 4 210 102 18 120 417 
06:00 PM 8 60 68 104 91 2 197 74 22 96 361 
06:15 PM 10 65 75 100 89 6 195 105 18 123 393 
Total Volume 45 259 304 416 374 13 803 376 84 460 1567 
% App. Total 14.8 85.2 51.8 46.6 1.6 81.7 18.3 
PHF .662 925 .874 881 835 542 .956 895 .808 935 .939 
Cars 44 259 303 416 374 13 803 376 76 452 1558 
% Cars 97.8 100 99.7 100 100 100 100 100 90.5 98.3 99.4 
Trucks 0 0 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 
Buses 1 0 1 0 0 0 0 0 8 8 9 
% Buses 2.2 0 0.3 0 0 0 0 0 9.5 1.7 0.6 
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Peak Hour Data 
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978-664-2565 



































N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 
Groups Printed- Trucks 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Left Right U-TR Thru Right Int. Total 
04:30 PM 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 0 
05:00 PM 0 0 0 0 0 0 0 0 
05:15 PM 0 0 0 0 0 0 0 0 
05:30 PM 0 0 0 0 0 0 0 0 
05:45 PM 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 0 
06:00 PM 0 0 0 0 0 0 0 0 
06:15 PM 0 0 0 0 0 0 0 0 
Grand Total 0 
Apprch % 


Total % 
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N/S Street : Lake Street : 7277A002 
E/W Street : Frontage Road : 7277A002 
City/State : Cambridge, MA : 9/14/2016 
Weather : Clear el 
Groups Printed- Buses 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Left Right U-TR Thru Right Int. Total 
04:30 PM 0 0 0 0 0 0 1 1 
04:45 PM 0 1 0 0 0 0 3 4 
Total 0 1 0 0 0 0 4 5 
05:00 PM 0 0 0 0 0 0 1 1 
05:15 PM 0 0 0 0 0 0 0 0 
05:30 PM 1 0 0 0 0 0 2 3 
05:45 PM 0 0 0 0 0 0 2 2 
Total 1 0 0 0 0 0 5 6 
06:00 PM 0 0 0 0 0 0 3 3 
06:15 PM 0 0 0 0 0 0 1 1 
Grand Total 1 1 0 0 0 0 13 15 
Apprch % 50 50 0 0 0 0 100 
Total % 6.7 6.7 0 0 0 0 86.7 
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N/S Street : Lake Street File Name : 7277A002 
E/W Street : Frontage Road Site Code :7277A002 
City/State : Cambridge, MA Start Date : 9/14/2016 
Weather : Clear PageNo :1 
Groups Printed- Bikes Peds 
Lake St Frontage Rd Lake St 
From North From East From South 
Start Time Left Thru Peds Left Right Peds Thru Right Peds | Exclu. Total | Inclu. Total Int. Total 
04:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 2 0 0 0 2 2 
Total 0 0 0 0 0 0 2 0 0 0 2 2 
05:00 PM 0 0 0 0 1 0 0 0 0 0 1 1 
05:15 PM 0 0 0 0 0 0 0 0 0 0 0 0 
05:30 PM 0 2 0 0 0 0 2 1 0 0 5 5 
05:45 PM 0 1 1 0 0 1 1 0 0 2 2 4 
Total 0 3 1 0 1 1 3 1 0 2 8 10 
06:00 PM 0 0 0 0 0 1 2 1 0 1 3 4 
06:15 PM 0 0 1 1 0 1 0 0 0 2 1 3 
Grand Total 0 3 2 1 1 3 7 2 0 5 14 19 
Apprch % 0 100 50 50 77.8 22.2 
Total % 0 21.4 7.1 7A 50 14.3 26.3 73.7 
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N/S Street : Lake Street File Name : 7277A001 
E/W Street : Route 2 WB Ramps Site Code : 7277A001 
City/State : Cambridge, MA Start Date : 9/27/2016 
Weather : Cloudy Page No :1 


Groups Printed- Cars - Trucks - Buses 


Lake St Rte 2 WB Ramps Lake St Rte 2 WB Ramps 
From North From East From South From West 

Start Time Left Thru Right Left ; Thru Right Left Thru Right Left | Thru Right Int. Total 
07:30 AM 0 78 222 16 2 3 32 124 0 0 0 0 477 
07:45 AM 0 68 170 13 2 2 27 95 0 0 0 0 377 
Total 0 146 392 29 4 5 59 219 0 0 0 0 854 
08:00 AM 0 73 137 16 1 3 37 89 0 0 0 0 356 
08:15 AM 1 81 137 28 3 4 33 122 0 0 0 0 406 
08:30 AM 0 99 150 23 1 1 31 148 0 0 0 0 453 
—~ 08:45 AM 1 96 141 21 1 4 26 141 0 0 0 0 431 
Total 2 349 565 88 6 9 127 500 0 0 0 0 1646 
09:00 AM 0 88 109 23 1 1 21 103 0 0 0 0 346 
09:15 AM 0 74 93 18 2 2 17 110 0 0 0 0 316 
Grand Total 2 657 1159 158 13 17 224 932 0 0 0 0 3162 

Apprch % 0.1 36.1 63.8 84 6.9 9 19.4 80.6 0 0 0 0 

Total % 0.1 20.8 36.7 5 0.4 0.5: 7.1 29.5 0 0 0 0 
Cars 2 654 1147 142 6 17 210 916 0 0 0 0 3094 
% Cars 100 99.5 99 89.9 46.2 100 93.8 98.3 0 0 0 0 97.8 
Trucks 0 3 11 10 0 0 14 14 0 0 0 0 52 
% Trucks 0 0.5 0.9 6.3 0 0 6.2 1.5 0 0 0 0 1.6 
Buses 0 0 1 6 7 0 0 2 0 0 0 0 16 
% Buses 0 0 0.11 3.8 53.8 0 0 0.2 0 0 0 0 0.5 


Accurate Counts 
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NSS Street : Lake Street 
E/W Street : Route 2 WB Ramps 
City/State : Cambridge, MA 


Weather : Cloudy 
Lake St Rte 2 WB Ramps 
From North From East 
Start Time Left’ Thru Right Aap Tata Left Thru Right pare 
Peak Hour Analysis From 07:30 AM to 09:15 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 08:00 AM 
08:00 AM } 0 73 137 210 | 16 1 3 20 
08:15 AM 1 81 137 219 28 3 1 32 
08:30 AM 0 99 450 249 | 23 1 1 25 
08:45 AM 1 96 141 238 21 1 4 26 
Total Volume 2 349 565 916 88 6 9 103 
% App. Total 02 381 61.7 85.4 5.8 8.7 
PHF .500 .881 .942 920 .786 500 .563 805 : 
Cars 2 349 557 908 78 3 9 90 
% Cars 100 100 §=98.6 99.1 886 50.0 100 87.4 
Trucks 0 0 7 7 6 0 0 6 
% Trucks 0 0 1.2 0.8 6.8 0 0 5.8 
Buses 0 0 1 1 4 3 0 7 
% Buses 0 0 0.2 0.1 4.5 50.0 0 6.8 


Lake St 
Out In 
$02 908 
6 7 
( 1: 1 
509 916 


557 349 
7 0 
1 0 
565. 349 


Right Thru Left 
* | [ 


ood 


North 


Left 


37 
33 
31 
26 
127 
20.3 
.858 
120 
94.5 
7 
5.5 


Total 
1410 
13 
2 
1425 


» 


Peak Hour Data 


Lake St 
From South 
Thru Right 


89 
122 
148 
141 
500 

79.7 
845 
493 
98.6 


1.2 


0.2 


Peak Hour Begins at 08:00 AM 


Cars 
Trucks 
Buses 


a~ 


» 


Left. Thru Right 


120] 493 
7 6 
o| 1 

127| 500 


| 427 613 

6 13 

4 1 

437 627 
Out in 


0 
QO 
Q 


1040 

19 

5 

1064 
Total 


Ee 


a 
Brey 


© 
I 


oo O00 2 0 


000 


oo 00 0 92 


muy. 4y 


y°1 


App. Total 


126 
155 
179 
167 
627 


876 
613 
97.8 
13 
2.1 


0.2 


6 
0 
0 
6 


88 
v 
9 
82 





File Name 
Site Code 
Start Date 
Page No 


Rte 2 WB Ramps 
From West 
Left | Thru Right 
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N/S Street : Lake Street 
E/W Street : Route 2 WB Ramps 


City/State : Cambridge, MA 


Weather : Cloudy 
Start Time —_Left 
60°07:30 AM 0 
07:45 AM 0 
Total 0 
=———=08:00 AM 0 
Wr®os-15 am 0 
08:30 AM 0 
toe 8:45 AM 0 
Total 0 
09:00 AM 0 
09:15 AM 0 
Grand Total 0 
Apprch % 0 
Total % 0 
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Peds 
0 


0 


0 


Left 
) 


0 


0 


oo oo ©. 


From East 

Thru Right 
) ) 
0 0 
0 0 
0 0 
0 0 
0 0 
0 0 
oO 0 
0 0 
0 0 
0 0 
0 0 
0 0 


Accurate Counts 


978-664-2565 


Groups Printed- Bikes Peds 
Rte 2 WB Ramps 


Peds 
0 


4 


1 


Left 
0 


0 


0 


ooo oc 


Lake St 
From South 
Thru Right 

0 0 
0 0 
0 0 
1 0 
) ) 
0 0 
0 0 
1 0 
0 0 
0 0 
1 0 
100 0 
20 0 


Peds 
0 


0 


0 


Rte 2 WB Ramps 


Left 
0 


0 


0 


10 


19 


From West 

Thru. Right Peds 
0 0 
0 0 
0 0 
0 0 
0 0 
0 Oo 
0 0 
0 0 
0 0 
0 0 
0) 0 
0 0 
0 0 


File Name 
Site Code 
Start Date 
Page No 

Exclu. Tolal inclu. Total 
10 1 

9 2 

19 3 

1 2 

1 0 

4 0 

0 0 

6 2 

0 0 

0 0 

25 5 

83.3 16.7 


> 7277A001 
: 7277A001 
: 9/27/2016 
21 


Int, Total 
14 


1A 


22 


30 


Accurate Counts 
978-664-2565 


NS Street : Lake Street File Name ; 7277A001 
E/W Street : Route 2 WB Ramps Site Code :7277A001 
City/State : Cambridge, MA Start Date : 9/27/2016 
Weather: Cloudy Page No :1 


Groups Printed- Cars - Trucks - Buses 


Lake St Rte 2 WB Ramps Lake St Rte 2 WB Ramps 
From North From East From South From West 
Start Time Left | Thru Right Left Thru Right Left Thru Right : Left Thru Right Int. Total 
04:30 PM 0 37 44 14 2 8 46 160 0 0 0 0 311 
04:45 PM 0 41 62 21 3 7 56 163 0 0 0 0 353 
Total 0 78 106 35 5 15 102 323 0 0 0 0 664 
05:00 PM 0 41 83 27 3 2 62 185 0: 0 0 0 403 
05:15 PM 0 37 88 15 7 5 74 148 0 0 0 0 374 
=—— 05:30 PM 1 59 74 20 6 5 72 106 0 0 0 0 343 
wm 05:45 PM 0 36 80 16 2 9 56 116 0 0 0 0 315 
Total 1 173 325 78 18 21 264 555 0 0 0 0 1435 
06:00 PM | 0 53 75 18 2 6 74 136 0 0 0 0 364 
| 
06:15 PM | 0 51 73 16 3 6 63 130 0 0 0 0 342 
| 

Grand Total 1 355 579 147 28 48 503 1144 0 0 0 0 2805 

Apprch % 0.1 38 61.9 65.9 12.6 21.5 30.5 69.5 0 0 0 0 

Total % 0 12.7 20.6 5.2 1 1.7 17.9 40.8 0 0 0 0 
Cars 1 349 565 139 12 48 503 1140 0 0 0 0 2757 
% Cars 100 98.3 97.6 94.6 42.9 100 100 99.7 0 0 0 0 98.3 
Trucks 0 3 14 1 1 0 0 2 0 0 0 0 21 
% Trucks 0 0.8 2.4 0.7 3.6 0 0 0.2 0 0 0 0 0.7 
Buses 0 3 0 7 15 0 0 2 0 0 0 0 27 
% Buses 0 0.8 0 4.8 53.6 0 0 0.2 0 0 0 0 1 


Accurate Counts 
978-664-2565 


N/S Street : Lake Street File Name : 7277A001 
E/W Street : Route 2 WB Ramps Site Code :7277A001 
City/State : Cambridge, MA Start Date : 9/27/2016 
Weather =: Cloudy Page No ;2 
Lake St Rte 2 WB Ramps Lake St Rte 2 WB Ramps 
From North From East From South From West 
Start Time Left; Thru Right App. Total Left Thru Right raid ‘Left Thru Right eee Left Thru Right App, Total | Int. Total 
Peak Hour Analysis From 04:30 PM to 06:15 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:45 PM 
04:45 PM 0 41 62 103 21 3 7 31 56 163 0 219 | 0 0 0 0 353 
05:00 PM 0 41 83 124 27 3 2 32 62 185 0 247 0 0 0 0 403 
05:15 PM 0 37 88 125 15 7 5 27 74 148 0 222 0 0 0 0 374 
05:30 PM 1 59 74 134 20 6 5 31 72 106 0 178 0 0 0 0 343 
Total Volume 1 178 307 486 83 19 19 121 264 602 0 866 0 0 0 0 1473 
% App. Total 02 366 63.2 68.6 15.7 15.7 30.5 69.5 0 0 0 0 
PHF .250 .754 ~~ .872 907 .769 679 679 945 892 .814 .000 877, =.000 »=.000-~=—- .000 .000 914 
Cars 4 175 299 475 78 8 19 105 264 600 0 864 0 0 0 0 1444 
% Cars 100 983 97.4 977 940 42.1 100 86.8 100 99.7 0 99.8 0 0) 0 0 98.0 
Trucks 0 1 8 9 1 1 0 2 0 2 0 2 0 0 0 0 13 
% Trucks 0 0.6 2.6 1.9 1.2 5.3 0 1.7 0 0.3 0 0.2 0 0 0 0 0.9 
Buses 0 2 0 2 4 10 0 14 0 0 0 0 0 0 0 0 16 
% Buses 0 4.1 0 0.4 48 52.6 0 11.6 0 0 0 0 0 0 0 0 1.1 


0 

a 

E 
ce 
co 

= 
iN 

2 
oe 


Out 
571 
9 
10 


Lake St 
Out In Total 
619 475 1094 
2 9 1 
0 2 2 
621 486 1107 


299 175 

8 1 

0 2 

307-178 
Right Thru a 
ra » 


v 


Peak Hour Data 


a~ 


North 
Peak Hour Begins at 04:45 PM 


Cars 
Trucks 
Buses 


a 
oe do 
Left. Thru Right 
264| 600 0 
0} 2 0 
o} 0 0 
264! 602 0 


| 253, B64 | 1117 
2 2 4 

6 0 6 

261 866 1127 
Out In Total 





N/S Street : Lake Street 
E/W Street : Route 2 WB Ramps 


City/State : Cambridge, MA 


Weather : Cloudy 
Start Time __ Left 
04:30 PM 0 
— 04:45 PM 0 
Total 0 
05:00 PM 0 
05:15 PM 0 
w= 05:30 PM 0 
05:45 PM 0 
Total 0 
06:00 PM 0 
06:15 PM 0 
Grand Total 0 
Apprch % 0 
Total % 0 


0 


0 


0 


Lake St 
From North 
Thru Right Peds 

0 1 
0 0 
0 1 
0 1 
0 0 
0 0 
0 0 
0 1 
1 0 
1 4 
2 3 
40 60 
18.2 27.3 


Accurate Counts 


978-664-2565 


Groups Printed- Bikes Peds 
Rte 2 WB Ramps 


Left Thru Right: Peds 


0 


0 


0 


oo oC 


From East 
0 0 
0 0 
0 0 
0 0 
0 0 
0 0 
oO 0 
0 0 
0 0 
0 0 
0 0 
0 0 
0 0 


0 


4 


1 


Left 
0 


0 


0 


ooo a2 


Lake St 
From South 
Thru Right 

4 0 

0 0 

1 0 

1 0 

0 0 

0 0 

2 0 

3 0 

2 0 

0 0 

6 0 
100 0 
54.5 0 


Peds 


Left 
0 


0 


0 


File Name 
Site Code 
Start Date 
Page No 
Rte 2 WB Ramps 
From West 
Thru Right ' Peds Exclu. Total inclu. Total 
0 0 5 5 2 
0 0 9 10 0 
0 0 14 15 2 
0 0 4 4 2 
0 0 T: 9 0 
0 0 16 16 0 
0 0 6 9 2 
0 0 33 38 4 
0 0 5 7 3 
0 0 23 23 2 
0 0 75 83 11 
0 0 
0 0 88.3 11.7 


oo°o 2a 


: 7277A001 
: T277A001 
: 9/27/2016 
1 


Int. Total 
i 


10 


ANT: 


42 


10 


25 
94 


Accurate Counts 
978-664-2565 


N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather _ : Clear Page No :1 


Groups Printed- Cars - Trucks 





















































Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 

Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
07:30 AM 0 89 243 0 48 9 370 65 0 92 0 269 1185 
07:45 AM 0 160 269 0 35 13 344 53 0 133 0 231 1238 
Total 0 249 512 0 83 22 714 118 0 225 0 500 2423 
08:00 AM 0 78 225 0 38 12 321 55 0 127 0 258 1114 
08:15 AM 0 165 281 0 43 11 313 44 0 102 0 279 1238 
08:30 AM 0 101 223 0 31 10 301 40 0 139 0 267 1112 
08:45 AM 0 103 237 0 37 16 247 37 0 116 0 279 1072 
Total 0 447 966 0 149 49 1182 176 0 484 0 1083 4536 
09:00 AM 0 89 214 0 34 15 306 82 0 110 0 201 1051 
09:15 AM 0 111 215 0 40 35 267 64 0 127 0) 284 1143 
Grand Total 0 896 1907 0 306 121 2469 440 0 946 0 2068 9153 

Apprch % 0 32 68 0 71.7 28.3 84.9 15.1 0 31.4 0 68.6 

Total % 0 9.8 20.8 0 3.3 1.3 27 4.8 0 10.3 0 22.6 
Cars 0 879 1888 0 290 114 2420 431 0 936 0 2034 8992 
% Cars 0 98.1 99 0 94.8 94.2 98 98 0 98.9 0 98.4 98.2 
Trucks 0 17 19 0 16 7 49 0 10 0 34 161 
% Trucks 0 1.9 1 0 5.2 5.8 2 0 11 0 1.6 1.8 

















Accurate Counts 
978-664-2565 








N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather _ : Clear Page No :2 
Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 
Start Time Left Thru Right | App. Total Left Thru Right | App. Total Left Thru Right | App. Total Left Thru Right | App. Total Int. Total 






























































Peak Hour Analysis From 07:30 AM to 09:15 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:30 AM 











07:30 AM 0 89 243 332 0 48 9 a7 370 65 0 436 92 0 269 361 1185 

07:45 AM 0 160 269 429 0 35 43 48 344 53 0 397 133 0 231 364 1238 

08:00 AM 0 78 225 303 0 38 12 50 321 55 0 376 127 0 258 396 1114 

08:15 AM 0 465 o8t 4a6 0 43 1 54 313 44 0 357 102 0 279 381 1238 

Total Volume 0 4921018 1510 0 164 45 209; 1348 217 0 1565 454 0 1037 1491 4775 
% App. Total 0 326 © 67.4 0 785 21.5 86.1 13.9 0 30.4 0 696 

PHF| 000 745-—Ss«9006 846] 000854885 917/911 835000 899/853 «.000—s—i«929 968 964 

Cars 0 4841011 1495 0 155 41 196] 1327 ai 0 1538 448 0 1022 1470 4699 

% Cars 0 94 993 99.0 0 945 91.4 938) 984 97.2 0 98.3) 98.7 0 98.6 98.6 98.4 

Trucks 0 8 7 15 0 9 4 13 21 6 0 27 6 0 15 21 76 

% Trucks 0 1.6 0.7 1.0 0 5.5 8.9 6.2 1.6 2.8 0 iz 1.3 0 14 1.4 1.6 

















N/S Street : Alewife Brook Parkway 







































































Accurate Counts 
978-664-2565 






















































































































































































File Name : 
E/W Street: Route 2 / Access Rd Site Code 
City/State : Cambridge, MA Start Date 
Weather _ : Clear Page No 
Alewife Brook Pkwy 
Out In Total 
700) 1495 zi 
16 15 31 
716 1510 | 2226 
1011] 484! 0 
Z 8 0 
1018492) 0 
Right Thru Left 
€ > 
Peak Hour Data 
o> 
eft. Thru Right 
327, 211 
21 
348,217 
Peak Hour Analysis From 07:30 AM to 09:15 AM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
07:30 AM 08:30 AM 07:30 AM 08:00 AM 
+0 mins. 0 89 243 332 0 31 10 41 370 65 0 435 127 0 258 385 
+15 mins. 0 160 269 429 0 37 16 53 344 53 0 397 102 0 279 381 
+30 mins. 0 78 225 303 0 34 15 49 321 55 0 376 139 0 267 406 
+45 mins. 0 165 281 446 0 40 35 75 313 44 0 357 116 0 279 395 
Total Volume 0 492 1018 1510 0 142 76 218 1348 217 0 1565 484 0 1083 1567 

















80840014 


: 80840014 
: 5/8/2019 
:3 


Accurate Counts 
978-664-2565 















































N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather: Clear Page No :9 
Groups Printed- Trucks 
Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 
Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
07:30 AM 0 1 1 0 4 1 2 3 0 1 0 3 16 
07:45 AM 0 3 1 0 1 1 8 1 0 1 0 4 20 
Total 0 4 2 0 5 2 10 4 0 2 0 7 36 
08:00 AM 0 3 3 0 1 0 6 1 0 1 0 6 21 
08:15 AM 0 1 2 0 3 2 5 1 0 3 0 2 19 
08:30 AM 0 2 6 0 2 2 5 0 0 1 0 3 21 
08:45 AM 0 1 0 0 1 1 5 0 0 1 0 3 12 
Total 0 7 11 0 7 5 21 2 0 6 0 14 73 
09:00 AM 0 2 3 0 3 0 9 2 0 1 0 3 23 
09:15 AM 0 4 3 0 1 0 9 1 0 1 0 10 29 
Grand Total 0 17 19 0 16 7 49 9 0 10 0 34 161 
Apprch % 0 47.2 52.8 0 69.6 30.4 84.5 15.5 0 22.7 0 77.3 
Total % 0 10.6 11.8 0 9.9 4.3 30.4 5.6 0 6.2 0 21.1 

















Accurate Counts 
978-664-2565 

































































N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather _ : Clear Page No :13 
Groups Printed- Bikes Peds 
Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 
Start Time Left Thru Right Peds Left Thru Right Peds Left Thru Right Peds Left Thru Right Peds | Exclu. Total | Inclu. Total | _ Int. Total 
07:30 AM 0 0 0 0 0 0 0 1 0 0 0 0 0 0 0 0 1 0 1 
07:45 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 1 0 0 0 0 0 0 0 0 1 0 1 
08:00 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:15 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:45 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
09:00 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
09:15 AM 0 0 0 0 0 0 0 2 0 0 0 0 0 0 0 0 2 0 2 
Grand Total 0 3 0 0 3 0 3 
Apprch % 
Total % 100 0 

















Accurate Counts 
978-664-2565 


N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather _ : Clear Page No :1 


Groups Printed- Cars - Trucks 





















































Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 

Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
04:30 PM 0 54 267 0) 76 68 375 63 0 120 0 223 1246 
04:45 PM 0 58 258 0 136 73 375 71 0 151 0 271 1393 
Total 0 112 525 0 212 141 750 134 0 271 0 494 2639 
05:00 PM 0 65 270 0 132 82 372 56 0 132 0 204 1313 
05:15 PM 0 48 282 0 159 75 371 61 0 139 0 212 1347 
05:30 PM 0 71 260 0 147 87 386 43 0 144 0 257 1395 
05:45 PM 0 64 242 0 122 57 371 53 0 144 0 226 1279 
Total 0 248 1054 0 560 301 1500 213 0 559 0 899 5334 
06:00 PM 0 62 253 0 140 68 367 45 0 151 0 269 1355 
06:15 PM 0 67 245 0 153 45 382 45 0 155 0) 179 1271 
Grand Total 0 489 2077 0 1065 555 2999 437 0 1136 0 1841 10599 

Apprch % 0 19.1 80.9 0 65.7 34.3 87.3 12.7 0 38.2 0 61.8 

Total % 0 4.6 19.6 0 10 5.2 28.3 4.1 0 10.7 0 17.4 
Cars 0 478 2071 0 1062 552 2965 427 0 1134 0 1836 10525 
% Cars 0 97.8 99.7 0 99.7 99.5 98.9 97.7 0 99.8 0 99.7 99.3 
Trucks 0 11 6 0 3 3 34 10 0 2 0 5 74 
% Trucks 0 2.2 0.3 0 0.3 0.5 1.1 2.3 0 0.2 0 0.3 0.7 

















Accurate Counts 
978-664-2565 













































































N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather _: Clear Page No :2 
Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 
Start Time Left Thru Right | App. Total Left Thru Right | App. Total Left Thru Right | App. Total Left Thru Right | App. Total Int. Total 
Peak Hour Analysis From 04:30 PM to 06:15 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:45 PM 
04:45 PM 0 58 258 316 0 136 73 209 375 71 0 446 151 0 271 422 1393 
05:00 PM 0 65 270 335 0 132 82 214 372 56 0 428 132 0 204 336 1313 
05:15 PM 0 48 282 330 0 159 75 234 371 61 0 432 139 0 212 351 1347 
05:30 PM 0 71 260 331 0 147 87 234 386 43 0 429 144 0 257 401 1395 
Total Volume 0 242 1070 1312 0 574 317 891 1504 231 0 1735 566 0 944 1510 5448 
% App. Total 0 18.4 81.6 0 64.4 35.6 86.7 13.3 0 37.5 0 62.5 
PHF .000 852 949 979 .000 .903 911 952 974 813 .000 973 .937 .000 871 895 .976 
Cars 0 238 1068 1306 0 572 314 886 1485 228 0 1713 566 0 941 1507 5412 
% Cars 0 98.3 99.8 99.5 0 99.7 99.1 99.4 98.7 98.7 0 98.7 100 0 99.7 99.8 99.3 
Trucks 0 4 2 6 0 2 3 5 19 3 0 22 0 0 3 3 36 
% Trucks 0 1.7 0.2 0.5 0 0.3 0.9 0.6 1.3 1.3 0 1.3 0 0 0.3 0.2 0.7 






















































































Accurate Counts 
978-664-2565 

























































































































































































N/S Street : Alewife Brook Parkway File Name : 
E/W Street: Route 2 / Access Rd Site Code 
City/State : Cambridge, MA Start Date 
Weather _ : Clear Page No 
Alewife Brook Pkwy 
Out In Total 
1108 | 1306 | 2414 
6 6 12 
1114 1312 | 2426 
1068 238 0 
2 4 0 
1070242) 0 
Right Thru Left 
€ > 
Peak Hour Data 
oo > 
Left Thru Right 
1485 228 
19 
1504 231 
117 
Z 
1186 
Out / 
Peak Hour Analysis From 04:30 PM to 06:15 PM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
04:45 PM 04:45 PM 04:30 PM 05:15 PM 
+0 mins. 0 58 258 316 0 136 73 209 375 63 0 438 139 0 212 351 
+15 mins. 0 65 270 335 0 132 82 214 375 71 0 446 144 0 257 401 
+30 mins. 0 48 282 330 0 159 75 234 372 56 0 428 144 0 226 370 
+45 mins. 0 74 260 331 0 147 87 234 371 61 0 432 151 0 269 420 
Total Volume 0 242 1070 1312 0 574 317 891 1493 251 0 1744 578 0 964 1542 

















80840014 


: 80840014 
: 5/8/2019 
:3 


Accurate Counts 
978-664-2565 















































N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather: Clear Page No :9 
Groups Printed- Trucks 
Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 
Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
04:30 PM 0 2 2 0 0 0 4 1 0 0 0 1 10 
04:45 PM 0 0 1 0 1 1 7 1 0 0 0 0 11 
Total 0 2 3 0 1 1 11 2 0 0 0 1 21 
05:00 PM 0 2 0 0 0 0 4 1 0 0 0 1 8 
05:15 PM 0 2 0 0 0 1 4 1 0 0 0 2 10 
05:30 PM 0 0 1 0 1 1 4 0 0 0 0 0 7 
05:45 PM 0 1 1 0 1 0 4 3 0 1 0 0 11 
Total 0 5 2 0 2 2 16 5 0 1 0 3 36 
06:00 PM 0 3 0 0 0 0 4 1 0 1 0 0 9 
06:15 PM 0 1 1 0 0 0 3 2 0 0 0 1 8 
Grand Total 0 11 6 0 3 3 34 10 0 2 0 5 74 
Apprch % 0 64.7 35.3 0 50 50 77.3 22.7 0 28.6 0 71.4 
Total % 0 14.9 8.1 0 4.1 41 45.9 13.5 0 2.7 0 6.8 

















Accurate Counts 
978-664-2565 

































































N/S Street : Alewife Brook Parkway File Name : 80840014 
E/W Street: Route 2 / Access Rd Site Code : 80840014 
City/State : Cambridge, MA Start Date : 5/8/2019 
Weather _ : Clear Page No :13 
Groups Printed- Bikes Peds 
Alewife Brook Pkwy Station Access Rd Alewife Brook Pkwy Route 2 
From North From East From South From West 
Start Time Left Thru Right Peds Left Thru Right Peds Left Thru Right Peds Left Thru Right Peds | Exclu. Total | Inclu. Total | _ Int. Total 
04:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:00 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:15 PM 0 0 0 0 0 0 0 1 0 0 0 1 0 0 0 1 3 0 3 
05:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 1 0 0 0 1 0 0 0 1 3 0 3 
06:00 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
06:15 PM 0 0 0 0 0 0 0 0 0 1 0 0 0 0 0 0 0 1 1 
Grand Total 0 1 0 1 1 1 3 | 4 
Apprch % 0 100 
Total % 0 100 75 25 

















Accurate Counts 
978-664-2565 






















































































N/S Street : Wilson Street File Name : 84510001 
E/W Sireet : Lake Street Site Code : 84510001 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather —: Cloudy Page No :1 
Groups Printed- Cars - Trucks 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
07:00 AM 0 59 2 0 37 1 99 
07:15 AM 0 69 1 0 43 0 113 
07:30 AM 0 86 0 2 38 0 126 
07:45 AM 0 100 0 0 50 0 150 
Total 0 314 3 2 168 1 488 
08:00 AM 1 77 1 0 44 1 124 
08:15 AM 0 87 2 1 72 1 163 
08:30 AM 0 82 1 0 49 0 132 
08:45 AM 0 70 5 0 62 0 137 
Total 1 316 9 1 227 2 556 
Grand Total 1 630 12 3 395 3 1044 
Apprch % 0.2 99.8 80 20 99.2 0.8 
Total % 0.1 60.3 e4 0.3 37.8 0.3 
Cars 1 628 12 3 388 3 1035 
% Cars 100 99.7 100 100 98.2 100 99.1 
Trucks 0 2 0 0 7 0 9 
% Trucks 0 0.3 0 0 1.8 0 0.9 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:45 AM 
07:45 AM 0 100 100 0 0 0 50 0 50 150 
08:00 AM 1 77 78 1 0 1 44 1 45 124 
08:15 AM 0 87 87 2 1 3 72 1 73 163 
08:30 AM 0 82 82 1 0 1 49 0 49 132 
Total Volume 1 346 347 4 1 5 215 2 217 569 
% App. Total 0.3 99.7 80 20 99.1 0.9 
PHF .250 865 .868 .500 .250 A17 747 500 743 .873 
Cars 1 345 346 4 1 5 211 2 213 564 
% Cars 100 99.7 99.7 100 100 100 98.1 100 98.2 99.1 
Trucks 0 1 1 0 0 0 4 0 4 5 
% Trucks 0 0.3 0.3 0 0 0 1.9 0 1.8 0.9 




















Accurate Counts 
978-664-2565 


N/S Street : Wilson Street 






















































































































































































File Name 
E/W Sireet : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather _: Cloudy Page No 
Peak Hour Data 
North 
Peak Hour Begins at 07:45 Al 
Cars 
Trucks 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
07:30 AM 08:00 AM 08:00 AM 
+0 mins. 0 86 86 1 0 1 44 1 45 
+15 mins. 0 100 100 2 1 3 72 1 73 
+30 mins. 1 77 78 1 0 1 49 0 49 
+45 mins. 0 87 87 5 0 5 62 0 62 
Total Volume 1 350 351 9 1 10 227 2 229 
% App. Total 0.3 99.7 90 10 99.1 0.9 
PHF .250 875 .878 .450 .250 .500 .788 .500 .784 
Cars 1 349 350 9 1 10 223 2 225 
% Cars 100 99.7 99.7 100 100 100 98.2 100 98.3 
Trucks 0 1 1 0 0 0 4 0 4 
% Trucks 0 0.3 0.3 0 0 0 1.8 0 1.7 














: 84510001 
: 84510001 
: 9/10/2020 
:2 


Accurate Counts 
978-664-2565 



















































































N/S Street : Wilson Street File Name : 84510001 
E/W Sireet : Lake Street Site Code : 84510001 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
07:00 AM 0 0 0 0 0 0 0 
07:15 AM 0 1 0 0 2 0 3 
07:30 AM 0 0 0 0 0 0 0 
07:45 AM 0 1 0 0 1 0 2 
Total 0 2 0 0 3 0 5 
08:00 AM 0 0 0 0 0 0 0 
08:15 AM 0 0 0 0 3 0 3 
08:30 AM 0 0 0 0 0 0 0 
08:45 AM 0 0 0 0 1 0 1 
Total 0 0 0 0 4 0 4 
Grand Total 0 2 0 0 7 0 9 
Apprch % 0 100 0 0 100 0 
Total % 0 22.2 0 0 77.8 0 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:00 AM 
07:00 AM 0 0 0 0 0 0 0 0 0 0 
07:15 AM 0 1 1 0 0 0 2 0 2 3 
07:30 AM 0 0 0 0 0 0 0 0 0 0 
07:45 AM 0 1 1 0 0 0 1 0 1 2 
Total Volume 0 2 2 0 0 0 3 0 3 5 
% App. Total 0 100 0 0 100 0 
PHF .000 500 500 .000 .000 000 375 .000 375 417 

















Accurate Counts 
978-664-2565 


































































































N/S Street : Wilson Street File Name : 84510001 
E/W Street : Lake Street Site Code : 84510001 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :10 
Groups Printed- Bikes Peds 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru Peds Left Right Peds Thru Right Peds | Exclu. Total | Inclu. Total Int. Total 
07:00 AM 0 0 1 0 0 0 0 0 0 1 0 1 
07:15 AM 0 0 0 0 0 2 ‘ 0 0 2 1 3 
07:30 AM 0 2 1 0 0 2 1 0 0 3 3 6 
07:45 AM 0 1 0 1 0 4 0 0 0 4 2 6 
Total 0 3 2 1 0 8 2 0 0 10 6 16 
08:00 AM 0 3 1 0 0 0 1 0 0 1 4 5 
08:15 AM 0 0 2 0 0 1 0 1 1 4 1 5 
08:30 AM 0 0 0 0 0 1 1 0 0 1 1 2 
08:45 AM 0 1 1 0 0 0 0 0 0 1 1 2 
Total 0 4 4 0 0 2 2 1 1 7 7 14 
Grand Total 0 7 6 1 0 10 4 1 1 17 13 30 
Apprch % 0 100 100 0 80 20 
Total % 0 53.8 7.7 0 30.8 7.7 56.7 43.3 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:15 AM 
07:15 AM 0 0 0 0 0 0 1 0 1 1 
07:30 AM 0 2 2 0 0 0 | 0 1 3 
07:45 AM 0 1 1 1 0 1 0 0 0 2 
08:00 AM 0 3 3 0 0 0 1 0 1 4 
Total Volume 0 6 6 1 0 1 3 0 3 10 
% App. Total 0 100 100 0 100 0 
PHF .000 500 500 .250 .000 .250 .750 .000 .750 625 

















Accurate Counts 
978-664-2565 

























































































N/S Street : Wilson Street File Name : 84510001 
E/W Street : Lake Street Site Code : 84510001 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather —: Cloudy Page No :1 
Groups Printed- Cars - Trucks 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
04:00 PM 0 62 0 1 147 1 211 
04:15 PM 0 59 0 0 101 0 160 
04:30 PM (0) 71 1 1 101 0 174 
04:45 PM 0 59 2 0 98 0 159 
Total 0 251 3 2 447 1 704 
05:00 PM 1 76 0 0 129 0 206 
05:15 PM 0 71 2 0 106 1 180 
05:30 PM 0 66 0 2 103 1 172 
05:45 PM 0 78 5 1 86 0 170 
Total 1 291 7 3 424 2 728 
Grand Total 1 542 10 5 871 3 1432 
Apprch % 0.2 99.8 66.7 33.3 99.7 0.3 
Total % 0.1 37.8 0.7 0.3 60.8 0.2 
Cars 1 540 8 5 871 3 1428 
% Cars 100 99.6 80 100 100 100 99.7 
Trucks 0 2 2 0 0 0 4 
% Trucks 0 0.4 20 0 0 0 0.3 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 1 76 77 0 0 0 129 0 129 206 
05:15 PM 0 71 71 2 0 2 106 1 107 180 
05:30 PM 0 66 66 0 2 2 103 1 104 172 
05:45 PM 0 78 78 5 1 6 86 0 86 170 
Total Volume 1 291 292 7 3 10 424 2 426 728 
% App. Total 0.3 99.7 70 30 99.5 0.5 
PHF .250 .933 .936 .350 375 417 822 .500 .826 .883 
Cars 1 291 292 5 3 8 424 2 426 726 
% Cars 100 100 100 71.4 100 80.0 100 100 100 99.7 
Trucks 0 0 0 2 0 2 0 0 0 2 
% Trucks 0 0 0 28.6 0 20.0 0 0 0 0.3 

















N/S Street : Wilson Street 


Accurate Counts 
978-664-2565 






















































































































































































File Name 
E/W Sireet : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather —: Cloudy Page No 
Peak Hour Data 
North 
Peak Hour Begins at 05:00 P 
Cars 
Trucks 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
05:00 PM 05:00 PM 04:00 PM 
+0 mins. 1 76 77 0 0 0 147 1 148 
+15 mins. 0 71 71 2 0 2 101 0 101 
+30 mins. 0 66 66 0 2 2 101 0 101 
+45 mins. 0 78 78 5 1 6 98 0 98 
Total Volume 1 291 292 7 3 10 447 1 448 
% App. Total 0.3 99.7 70 30 99.8 0.2 
PHF .250 .933 .936 .350 375 417 .760 .250 .757 
Cars 1 291 292 5 3 8 447 1 448 
% Cars 100 100 100 71.4 100 80 100 100 100 
Trucks 0 0 0 2 0 2 0 0 0 
% Trucks 0 0 0 28.6 0 20 0 0 0 














: 84510001 
: 84510001 
: 9/10/2020 
:2 


Accurate Counts 
978-664-2565 



















































































N/S Street : Wilson Street File Name : 84510001 
E/W Sireet : Lake Street Site Code : 84510001 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
04:00 PM 0 0 0 0 0 0 0 
04:15 PM 0 2 0 0 0 0 2 
04:30 PM 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 
Total 0 2 0 0 0 0 2 
05:00 PM 0 0 0 0 0 0 0 
05:15 PM 0 0 0 0 0 0 0 
05:30 PM 0 0 0 0 0 0 0 
05:45 PM 0 0 2 0 0 0 2 
Total 0 0 2 0 0 0 2 
Grand Total 0 2 2 0 0 0 4 
Apprch % 0 100 100 0 0 0 
Total % 0 50 50 0 0 0 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:00 PM 
04:00 PM 0 0 0 0 0 0 0 0 0 0 
04:15 PM 0 2 2 (0) 0 0 0 0 0 2 
04:30 PM 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 
Total Volume 0 2 2 0 0 0 0 0 0 2 
% App. Total 0 100 0 0 0 0 
PHF .000 .250 250 .000 .000 .000 .000 .000 .000 .250 

















Accurate Counts 
978-664-2565 


































































































N/S Street : Wilson Street File Name : 84510001 
E/W Street : Lake Street Site Code : 84510001 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :10 
Groups Printed- Bikes Peds 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru Peds Left Right Peds Thru Right Peds | Exclu. Total | Inclu. Total Int. Total 
04:00 PM 0 0 0 0 0 0 0 0 0 0 0 0 
04:15 PM 0 0 0 0 0 0 0 0 0 0 0 0 
04:30 PM 0 4 3 0 0 1 0 1 0 4 5 9 
04:45 PM 0 0 1 0 0 2 0 2 0 3 2 5 
Total 0 4 4 0 0 3 0 3 0 7 7 14 
05:00 PM 0 0 0 0 0 1 1 0 0 1 1 2 
05:15 PM 0 0 0 0 0 1 0 0 0 1 0 1 
05:30 PM 0 1 0 0 0 0 6 1 0 0 8 8 
05:45 PM 0 2 0 0 0 4 0 0 0 4 2 6 
Total 0 3 0 0 0 6 7 1 0 6 11 17 
Grand Total 0 7 4 0 0 9 7 4 0 13 18 31 
Apprch % 0 100 0 0 63.6 36.4 
Total % 0 38.9 0 0 38.9 22.2 41.9 58.1 
Lake St Wilson St Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:45 PM 
04:45 PM 0 0 0 0 0 0 0 2 2 2 
05:00 PM 0 0 0 0 0 0 1 0 1 1 
05:15 PM 0 0 0 0 0 0 0 0 0 0 
05:30 PM 0 1 1 0 0 0 6 1 7 8 
Total Volume 0 1 1 0 0 0 7 3 10 11 
% App. Total 0 100 0 0 70 30 
PHF .000 250 .250 000 .000 .000 292 375 .357 344 

















Accurate Counts 
978-664-2565 




























































































N/S Street : Homestead Road File Name : 84510002 
E/W Street : Lake Street Site Code : 84510002 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather —: Cloudy Page No :1 
Groups Printed- Cars - Trucks 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
07:00 AM 0 59 1 0 39 0 99 
07:15 AM 0 63 1 0 39 1 104 
07:30 AM 0 91 1 1 4 1 135 
07:45 AM 1 89 1 0 48 2 141 
Total 1 302 4 1 167 4 479 
08:00 AM 0 78 1 0 46 1 126 
08:15 AM 1 79 2 0 74 0 156 
08:30 AM 0 73 0 0 54 1 128 
08:45 AM 0 71 0 0 59 2 132 
Total 1 301 3 0 233 4 542 
Grand Total 2 603 7 1 400 8 1021 
Apprch % 0.3 99.7 87.5 12.5 98 2 
Total % 0.2 59.1 0.7 0.1 39.2 0.8 
Cars 2 601 7 1 394 7 1012 
% Cars 100 99.7 100 100 98.5 87.5 99.1 
Trucks 0 2 0 0 6 1 9 
% Trucks 0 0.3 0 0 1.5 12.5 0.9 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:30 AM 
07:30 AM 0 91 91 1 1 2 4 1 42 135 
07:45 AM 1 89 90 1 0 1 48 2 50 141 
08:00 AM 0 78 78 1 0 1 46 1 47 126 
08:15 AM 1 79 80 2 0 2 74 0 74 156 
Total Volume 2 337 339 5 1 6 209 4 213 558 
% App. Total 0.6 99.4 83.3 16.7 98.1 1.9 
PHF 500 926 931 625 .250 .750 706 500 .720 .894 
Cars 2 336 338 5 1 6 205 4 209 553 
% Cars 100 99.7 99.7 100 100 100 98.1 100 98.1 99.1 
Trucks 0) 1 1 0 0 0 4 0 4 5 
% Trucks 0 0.3 0.3 0 0 0 1.9 0 1.9 0.9 














N/S Street : Homestead Road 


Accurate Counts 
978-664-2565 






















































































































































































File Name 
E/W Street : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather —: Cloudy Page No 
Peak Hour Data 
North 
Peak Hour Begins at 07:30 Al 
Cars 
Trucks 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
07:30 AM 07:30 AM 08:00 AM 
+0 mins. 0 91 91 1 1 2 46 1 47 
+15 mins. 1 89 90 1 0 1 74 0 74 
+30 mins. 0 78 78 1 0 1 54 1 55 
+45 mins. 1 79 80 2 0 2 59 2 61 
Total Volume 2 337 339 5 1 6 233 4 237 
% App. Total 0.6 99.4 83.3 16.7 98.3 1.7 
PHF 500 926 931 625 250 .750 .787 500 801 
Cars 2 336 338 5 1 6 230 3 233 
% Cars 100 99.7 99.7 100 100 100 98.7 75 98.3 
Trucks 0 1 1 0 0 0 3 1 4 
% Trucks 0 0.3 0.3 0 0 0 1.3 25 1.7 














: 84510002 
: 84510002 
: 9/10/2020 
:2 


Accurate Counts 
978-664-2565 



















































































N/S Street : Homestead Road File Name : 84510002 
E/W Street : Lake Street Site Code : 84510002 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
07:00 AM 0 0 0 0 0 0 0 
07:15 AM 0 1 0 0 2 0 3 
07:30 AM 0 0 0 0 0 0 0 
07:45 AM 0 1 0 0 1 0 2 
Total 0 2 0 0 3 0 5 
08:00 AM 0 0 0 0 0 0 0 
08:15 AM 0 0 0 0 3 0 3 
08:30 AM 0 0 0 0 0 0 0 
08:45 AM 0 0 0 0 0 1 1 
Total 0 0 0 0 3 1 4 
Grand Total 0 2 0 0 6 1 9 
Apprch % 0 100 0 0 85.7 14.3 
Total % 0 22.2 0 0 66.7 11.41 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:00 AM 
07:00 AM 0 0 0 0 0 0 0 0 0 0 
07:15 AM 0 1 1 0 0 0 2 0 2 3 
07:30 AM 0 0 0 0 0 0 0 0 0 0 
07:45 AM 0 1 1 0 0 0 1 0 1 2 
Total Volume 0 2 2 0 0 0 3 0 3 5 
% App. Total 0 100 0 0 100 0 
PHF .000 500 500 .000 .000 .000 375 .000 375 417 

















Accurate Counts 
978-664-2565 


































































































N/S Street : Homestead Road File Name : 84510002 
E/W Street : Lake Street Site Code : 84510002 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No_ :10 
Groups Printed- Bikes Peds 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru Peds Left Right Peds Thru Right Peds | Exclu. Total | Inclu. Total Int. Total 
07:00 AM 0 0 1 0 0 2 0 0 0 3 0 3 
07:15 AM 0 0 0 0 0 3 0 0 1 4 0 4 
07:30 AM 0 3 0 0 0 3 2 0 0 3 5 8 
07:45 AM 0 1 1 0 0 4 0 0 0 5 1 6 
Total 0 4 2 0 0 12 2 0 1 15 6 21 
08:00 AM 0 2 1 0 0 1 1 0 0 2 3 5 
08:15 AM 0 0 0 0 0 3 0 0 0 3 0 3 
08:30 AM 0 0 0 0 0 0 1 0 0 0 1 1 
08:45 AM 0 2 0 0 0 1 0 0 0 1 2 3 
Total 0 4 1 0 0 5 2 0 0 6 6 12 
Grand Total 0 8 3 0 0 17 4 0 1 21 12 33 
Apprch % 0 100 0 0 100 0 
Total % 0 66.7 0 0 33.3 0 63.6 36.4 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:15 AM 
07:15 AM 0 0 0 0 0 0 0 0 0 0 
07:30 AM 0 3 3 0 0 0 2 0 2 5 
07:45 AM 0 1 1 0 0 0 0 0 0 1 
08:00 AM 0 2 2 0 0 0 1 0 1 3 
Total Volume 0 6 6 0 0 0 3 0 3 9 
% App. Total 0 100 0 0 100 0 
PHF .000 .500 .500 .000 .000 .000 375 .000 375 .450 

















Accurate Counts 
978-664-2565 






















































































N/S Street : Homestead Road File Name : 84510002 
E/W Street : Lake Street Site Code : 84510002 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather —: Cloudy Page No :1 
Groups Printed- Cars - Trucks 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
04:00 PM 0 63 1 0 142 2 208 
04:15 PM 1 60 1 0 95 1 158 
04:30 PM 0 72 0 0 102 1 175 
04:45 PM 0 58 1 0 100 1 160 
Total 1 253 3 0 439 5 701 
05:00 PM 0 74 1 0 128 0 203 
05:15 PM 1 69 2 2 113 0 187 
05:30 PM 0 68 2 1 108 1 180 
05:45 PM 0 83 0 0 97 0 180 
Total 1 294 5 3 446 1 750 
Grand Total 2 547 8 3 885 6 1451 
Apprch % 0.4 99.6 72.7 27.3 99.3 0.7 
Total % 0.1 37.7 0.6 0.2 61 0.4 
Cars 2 545 8 3 885 6 1449 
% Cars 100 99.6 100 100 100 100 99.9 
Trucks 0 2 0 0 0 0 2 
% Trucks 0 0.4 0 0 0 0 0.1 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 0 74 74 1 0 1 128 0 128 203 
05:15 PM 1 69 70 2 2 4 113 0 113 187 
05:30 PM 0 68 68 2 1 3 108 1 109 180 
05:45 PM 0 83 83 0 0 0 97 0 97 180 
Total Volume 1 294 295 5 3 8 446 1 447 750 
% App. Total 0.3 99.7 62.5 37.5 99.8 0.2 
PHF .250 .886 .889 625 375 -500 871 .250 .873 924 
Cars 1 294 295 5 3 8 446 1 447 750 
% Cars 100 100 100 100 100 100 100 100 100 100 
Trucks 0 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 0 




















Accurate Counts 
978-664-2565 


N/S Street : Homestead Road 






















































































































































































File Name 
E/W Street : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather —: Cloudy Page No 
Peak Hour Data 
North 
Peak Hour Begins at 05:00 P 
Cars 
Trucks 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
05:00 PM 04:45 PM 04:45 PM 
+0 mins. 0 74 74 1 0 1 100 1 101 
+15 mins. 1 69 70 1 0 1 128 0 128 
+30 mins. 0 68 68 2 2 4 113 0 113 
+45 mins. 0 83 83 2 1 3 108 1 109 
Total Volume 1 294 295 6 3 9 449 2 451 
% App. Total 0.3 99.7 66.7 33.3 99.6 0.4 
PHF .250 .886 .889 .750 375 563 .877 500 .881 
Cars 1 294 295 6 3 9 449 2 451 
% Cars 100 100 100 100 100 100 100 100 100 
Trucks 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 














: 84510002 
: 84510002 
: 9/10/2020 
:2 


Accurate Counts 
978-664-2565 



















































































N/S Street : Homestead Road File Name : 84510002 
E/W Street : Lake Street Site Code : 84510002 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru Left Right Thru Right Int. Total 
04:00 PM 0 0 0 0 0 0 0 
04:15 PM 0 2 0 0 0 0 2 
04:30 PM 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 
Total 0 2 0 0 0 0 2 
05:00 PM 0 0 0 0 0 0 0 
05:15 PM 0 0 0 0 0 0 0 
05:30 PM 0 0 0 0 0 0 0 
05:45 PM 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 
Grand Total 0 2 0 0 0 0 2 
Apprch % 0 100 0 0 0 0 
Total % 0 100 0 0 0 0 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:00 PM 
04:00 PM 0 0 0 0 0 0 0 0 0 0 
04:15 PM 0 2 2 (0) 0 0 0 0 0 2 
04:30 PM 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 
Total Volume 0 2 2 0 0 0 0 0 0 2 
% App. Total 0 100 0 0 0 0 
PHF .000 .250 250 .000 .000 .000 .000 .000 .000 .250 

















Accurate Counts 
978-664-2565 


































































































N/S Street : Homestead Road File Name : 84510002 
E/W Street : Lake Street Site Code : 84510002 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No_ :10 
Groups Printed- Bikes Peds 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru Peds Left Right Peds Thru Right Peds | Exclu. Total | Inclu. Total Int. Total 
04:00 PM 0 0 0 0 0 3 0 0 0 3 0 3 
04:15 PM 0 1 0 0 0 0 0 0 0 0 1 1 
04:30 PM 0 4 0 0 0 2 0 0 0 2 4 6 
04:45 PM 0 0 0 0 0 1 0 0 0 1 0 1 
Total 0 5 0 0 0 6 0 0 0 6 5 11 
05:00 PM 0 1 0 0 0 2 4 0 0 2 5 7 
05:15 PM 0 0 0 0 0 1 0 0 0 1 0 1 
05:30 PM 0 1 0 0 0 0 1 0 0 0 2 2 
05:45 PM 0 2 0 0 0 3 2 0 0 3 4 7 
Total 0 4 0 0 0 6 7 0 0 6 11 17 
Grand Total 0 9 0 0 0 12 7 0 0 12 16 28 
Apprch % 0 100 0 0 100 0 
Total % 0 56.2 0 0 43.8 0 42.9 57.1 
Lake St Homestead Rd Lake St 
From East From South From West 
Start Time Left Thru App. Total Left Right App. Total Thru Right App. Total Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 0 1 1 0 0 0 4 0 4 5 
05:15 PM 0 0 0 0 0 0 0 0 0 (0) 
05:30 PM 0 1 1 0 0 0 1 0 1 2 
05:45 PM 0 2 2 0 0 0 2 0 2 4 
Total Volume 0 4 4 0 0 0 7 0 7 11 
% App. Total 0 100 0 0 100 0 
PHF .000 500 .500 000 .000 .000 438 .000 438 .550 

















Accurate Counts 
978-664-2565 


N/S Street : Alfred Rd / Burch St File Name : 84510003 
E/W Street : Lake Street Site Code : 84510003 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _ : Cloudy Page No :1 


Groups Printed- Cars - Trucks 


















































































































































Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time |__Left | Thru | Right| Peds | Left| Thru| Right; Peds| Left| Thru! Right| Peds| Left | Thru | Right | Peds | exo. total | incu. Total_| Int. Total 
07:00 AM 1 0 1 0 0 53 2 0 4 0 0 0 0 39 1 0 0 101 101 
07:15 AM 1 0 2 0 1 57 0 0 3 0 0 0 0 40 1 0 0 105 105 
07:30 AM 2 0 2 0 0 82 0 0 3 0 2 0 0 40 0 0 0 131 131 
07:45 AM 0 0 2 0 1 83 2 0 0 0 2 0 0 50 1 0 0 141 141 
Total 4 0 7 0 2 275 4 0 10 0 4 0 0 169 3 0 0 478 478 
08:00 AM 0 0 2 0 0 73 0 0 3 0 2 0 0 46 1 0 (0) 127 127 
08:15 AM 0 0 3 0 1 74 2 0 1 0 3 0 0 70 6 0 0 160 160 
08:30 AM 0 0 3 0 0 69 2 0 1 0 1 0 0 57 1 0 0 134 134 
08:45 AM 3 0 0 0 5 71 0 0 1 0 4 0 0 54 5 0 0 143 143 
Total 3 0 8 0 6 287 4 0 6 0 10 0 0 227 13 0 0 564 564 
Grand Total 7 0 15 0 8 562 8 0 16 0 14 0 0 396 16 0 0 1042 1042 
Apprch % | 31.8 0 68.2 1.4 97.2 1.4 53.3 0 46.7 0 96.1 3.9 
Total% | 0.7 0 1.4 0 53.9 0.8 1.5 0 1.3 0 38 1.5 0 100 
Cars 7 0 15 8 561 8 16 0 13 0 390 16 0 0 1034 
% Cars| 100 0. 100 0| 100 998 100 0; 100 0 92.9 0 0 98.5 100 0 0 0 99.2 
Trucks 0 0 0 0 1 0 0 0 1 0 6 0 0 0 8 
% Trucks 0 0 0 0 0 0.2 0 0 0 Oo 7.1 0 0 1.5 0 0 0 0 0.8 
Alfred Rd Lake St Burch St Lake St 

From North From East From South From West 

Start Time | __ Left |_ Thru | Right | App. Total Left Thru | Right | App. Total Left| Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 08:00 AM 

08:00 AM 0 0 2 2 0 73 0 73 3 0 2 5 0 46 1 47 127 
08:15 AM 0 0 3 3 1 74 2 77 1 0 3 4 0 70 6 76 160 
08:30 AM 0 0 3 3 0 69 2 71 1 0 1 2 0 57 1 58 134 
08:45 AM 3 0 0 3 5 71 0 76 1 0 4 5 0 54 5 59 143 
Total Volume 3 0 8 11 6 287 4 297 6 0 10 16 0 227 13 240 564 

% App. Total | 27.3 OQ 72.7 2 96.6 1.3 37.5 0 62.5 0 946 5.4 
PHF | .250  .000 _.667 .917| .300  .970  .500 .964| 500  .000 625 800| .000. .811  ~.542 .789 .881 
Cars 3 0 8 11 6 287 4 297 6 0 9 15 0 224 13 237 560 
% Cars 100 0 100 100; 100 100 100 100; 100 0 90.0 93.8 0 98.7 100 98.8 99.3 
Trucks 0 0 0 0 0 0 0 0 0 0 1 1 0 3 0 3 4 
% Trucks 0 0 0 0 0 0 0 0 0 0 10.0 6.3 0 1.3 0 1.3 0.7 

















Accurate Counts 
978-664-2565 

































































































































































































































































N/S Street : Alfred Rd / Burch St File Name 
E/W Street : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather _: Cloudy Page No 
Alfred Rd 
In 
11 
0 
1 
0 3 
0 0 
0 3 
Thru Left 
Ly 
Peak Hour Data 
North 
Peak Hour Begins at 08:00 Al 
Cars 
Trucks 
4 ma 
Left. Thru Right 
6 0 9 
0 0 1 
6 o| 10 
15 
1 
16 
In 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
07:00 AM 07:30 AM 07:30 AM 08:00 AM 
+0 mins. 1 0 1 2 0 82 0 82 3 0 2 5 0 46 1 47 
+15 mins. 1 0 2 3 1 83 2 86 0 0 2 2 0 70 6 76 
+30 mins. 2 0 2 4 0 73 0 73 3 0 2 5 0 57 1 58 
+45 mins. 0 0 2 2 1 74 2 77 1 0 3 4 0 54 5 59 
Total Volume 4 0 7 11 2 312 4 318 7 0 9 16 0 227 13 240 
% App. Total | 36.4 QO. 63.6 0.6 98.1 1.3 43.8 QO. 56.2 QO 946 5.4 
PHF | .500  .000 875 .688| .500  .940  .500 .924| 583.000 .750 800| .000. 811 ~=.542 .789 
Cars 4 0 7 11 2 312 4 318 7 0 9 16 0 224 13 237 
% Cars 100 0 100 100} 100 100 100 100} 100 0 100 100 0 98.7 100 98.8 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 3 0 3 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 1.3 0 1.2 

















: 84510003 
: 84510003 
: 9/10/2020 
:2 


Accurate Counts 
978-664-2565 



















































































N/S Street : Alfred Rd / Burch St File Name : 84510003 
E/W Street : Lake Street Site Code : 84510003 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time |__Left| Thru | Right| Peds| Left| Thru| Right| Peds| Left| Thru| Right| Peds | Left| Thru | Right| Peds | exc. total | inclu. Total_| Int. Total 
07:00 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 1 0 0 0 1 1 
07:15 AM 0 0 0 0 0 1 0 0 (0) 0 0 0 0 1 0 (0) 0 2 2 
07:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
07:45 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 1 0 0 0 1 1 
Total 0 0 0 0 0 1 0 0 0 0 0 0 0 3 0 0 0 4 4 
08:00 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:15 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 3 0 0 0 3 3 
08:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:45 AM 0 0 0 0 0 0 0 0 0 0 1 0 0 0 0 0 0 1 1 
Total 0 0 0 0 0 0 0 0 0 0 1 0 0 3 0 (0) 0 4 4 
Grand Total 0 0 0 0 0 1 0 0 0 0 1 0 0 6 0 0 0 8 8 
Apprch % 0 0 0 0 100 0 0 0 100 0 100 0 
Total % 0 0 (0) 0 12.5 0 0 0 12.5 0 75 0 0 100 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 















































Start Time Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:00 AM 


























07:00 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 1 0 1 1 
07:15 AM 0 0 0 0 0 1 0 1 0 0 0 0 0 1 0 1 2 
07:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
07:45 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 1 0 1 1 
Total Volume 0 0 0 0 0 1 0 1 0 0 0 0 0 3 0 3 4 

% App. Total 0 0 0 0 100 0 0 0 0 0 100 0 
PHF | .000 .000 .000 .000| .000 .250 .000 .250/| .000 .000 .000 .000| .000 .750 .000 .750 .500 





Accurate Counts 


978-664-2565 









































































































































N/S Street : Alfred Rd / Burch St File Name : 84510003 
E/W Street : Lake Street Site Code : 84510003 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No_ :10 
Groups Printed- Bikes Peds 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time |__Left| Thru | Right| Peds| Left| Thru| Right| Peds| Left| Thru| Right| Peds | Left| Thru | Right| Peds | exc. total | inclu. Total_| Int. Total 
07:00 AM 0 0 0 5 0 0 0 1 0 0 0 2 0 0 0 0 8 0 8 
07:15 AM 0 0 0 iL 0 1 0 1 0 0 0 0 0 0 0 0 8 1 9 
07:30 AM 0 0 0 6 0 2 0 1 0 0 0 2 0 4 0 0 9 6 15 
07:45 AM 0 1 0 7 0 1 0 1 0 0 0 4 0 0 0 0 12 2 14 
Total 0 1 0 25 0 4 0 4 0 0 0 8 0 4 0 0 37 9 46 
08:00 AM 0 0 0 14 0 2 0 1 0 0 0 0 0 1 0 2 17 3 20 
08:15 AM 0 0 0 7 0 1 0 0 0 0 0 2 0 0 0 1 10 1 11 
08:30 AM 0 1 0 4 0 0 0 0 0 0 0 1 0 1 0 0 5 2 7 
08:45 AM 1 0 0 2 0 3 0 0 0 0 0 2 0 1 0 0 4 5 9 
Total 1 1 0 27 0 6 0 1 0 0 0 5 0 3 0 3 36 11 47 
Grand Total 1 2 0 52 0 10 0 5 0 0 0 13 0 7 0 3 73 20 93 
Apprch % | 33.3 66.7 0 0 100 0 0 0 0 0 100 0 
Total % 5 10 0 0 50 0 0 0 0 0 35 0 78.5 21.5 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:15 AM 
07:15 AM 0 0 0 0 0 1 0 1 0 0 0 0 0 0 0 0 1 
07:30 AM 0 0 0 0 0 2 0 2 0 0 0 0 0 4 0 4 6 
07:45 AM 0 1 0 1 0 1 0 1 0 0 0 0 0 0 0 0 2 
08:00 AM 0 0 0 0 0 2 0 2 0 0 0 0 0 1 0 1 3 
Total Volume 0 1 0 1 0 6 0 6 0 0 0 0 0 5 0 5 12 
% App. Total 0 _100 0 0. 100 0 0 0 0 0.100 0 
PHF | .000  .250 ~.000 .250| .000  .750  .000 .750|  .000  .000  .000 .000| .000 313  .000 .313 500 




















Accurate Counts 
978-664-2565 


N/S Street : Alfred Rd / Burch St File Name 
E/W Sireet : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather _: Cloudy Page No 


Groups Printed- Cars - Trucks 





: 84510003 
: 84510003 
: 9/10/2020 
:1 















































































































































Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time |__Left | Thru | Right| Peds | Left| Thru] Right; Peds| Left| Thru! Right| Peds| Left | Thru | Right | Peds | exc. total | incu. Total_| Int. Total 
04:00 PM 2 0 0 0 2 64 2 0 1 0 2 0 1 132 4 0 0 210 210 
04:15 PM 0 0 0 0 2 56 3 0 2 1 2 0 0 91 6 0 0 163 163 
04:30 PM 0 0 1 0 4 67 0 0 2 0 0 0 0 104 2 0 0 180 180 
04:45 PM 3 0 1 0 2 59 3 0 3 0 0 0 1 93 5 0 0 170 170 
Total 5 0 2 0 10 246 8 0 8 1 4 0 2 420 17 0 0 723 723 
05:00 PM 0 0 0 0 0 68 2 0 4 0 3 0 0 129 1 0 0 207 207 
05:15 PM 0 0 1 0 2 65 3 0 1 0 1 0 3 109 3 0 0 188 188 
05:30 PM 2 0 0 0 3 64 1 0 2 1 0 0 0 105 4 0 0 182 182 
05:45 PM 0 0 0 0 4 81 0 0 3 0 1 0 0 84 7 0 0 180 180 
Total 2 0 1 0 9 278 6 0 10 1 5 0 3 427 15 0 0 757 757 
Grand Total 7 0 3 0 19 524 14 0 18 2 9 0 5 847 32 0 0 1480 1480 
Apprch % 70 0 30 3.4 94.1 2.5 62.1 6.9 31 06 958 3.6 
Total% | 0.5 O02 1.3. 35.4 0.9 1.2 0.1 0.6 0.3. 57.2 2.2 0 100 
Cars 7 0 3 19 522 14 18 2 9 5 847 32 0 0 1478 
% Cars| 100 QO. 100 0| 100 996 100 0; 100 100 100 0| 100 100 100 0 0 0 99.9 
Trucks 0 0 0 0 2 0 0 0 0 0 0 0 0 0 2 
% Trucks 0 0 0 0 0 0.4 0 0 0 0 0 0 0 0 0 0 0 0 0.1 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time | Left |_ Thru | Right | App. Total Left; Thru| Right | App. Total Left| Thru | Right | App. Total Left; Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 0 0 0 0 0 68 2 70 4 0 3 7 O 129 1 130 207 
05:15 PM 0 0 1 1 2 65 3 70 1 0 a 2 3 109 3 115 188 
05:30 PM 2 0 0 2 3 64 1 68 2 1 0 3 0 105 4 109 182 
05:45 PM 0 0 0 0 4 81 0 85 3 0 1 4 0 84 7 91 180 
Total Volume 2 0 1 3 9 278 6 293 10 1 5 16 3 427 15 445 757 
% App. Total |__ 66.7 0 33.3 3.1 949 2 62.5 6.2 31.2 0.7 96 3.4 
PHF | .250  .000 .250 .375| .563 858 500 62| 625  .250 417 571 | .250 828 536 .856 914 
Cars 2 0 1 3 9 278 6 293 10 1 5 16 3 427 15 445 757 
% Cars 100 0 100 100; 100 100 100 100; 100 100 100 100 100 100 100 100 100 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 






















































































Accurate Counts 
978-664-2565 




























































































































































































N/S Street : Alfred Rd / Burch St File Name 
E/W Street : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather _: Cloudy Page No 
Alfred Rd 
Out In Total 
10 3 13 
) 0 0 
3 13 
0 2 
0 ) 
0 2 
Thru Left 
Ly 
Peak Hour Data 
North 
Peak Hour Begins at 05:00 P 
Cars 
Trucks 
4 > 
Left_ Thru Right 
10 1 5 
) ) ) 
10 1 5 
24 16 40 
0 0 ) 
24 16 40 
Out In 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
04:00 PM 05:00 PM 04:15 PM 04:45 PM 
+0 mins. 2 0 0 2 0 68 2 70 2 1 2 5 1 93 5 99 
+15 mins. 0 0 0 0 2 65 3 70 2 0 0 2 0 129 1 130 
+30 mins. 0 0 1 1 3 64 1 68 3 0 0 3 3 109 3 115 
+45 mins. 3 0 1 4 4 81 0 85 4 0 3 7 0 105 4 109 
Total Volume 5 0 2 7 9 278 6 293 11 1 5 17 4 436 13 453 
% App. Total | 71.4 0 28.6 3.1 94.9 2 64.7 5.9 29.4 0.9 96.2 2.9 
PHF | .417  .000  .500 .4388/ .563 .858  .500 .862| .688 .250 417 .607 | .333 .845 .650 .871 
Cars 5 0 2 7 9 278 6 293 11 1 5 17 4 436 13 453 
% Cars 100 0 100 100 100 100 100 100 100 100 100 100 100 100 100 100 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
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Accurate Counts 
978-664-2565 



















































































N/S Street : Alfred Rd / Burch St File Name : 84510003 
E/W Street : Lake Street Site Code : 84510003 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time |__Left| Thru | Right| Peds| Left| Thru| Right| Peds| Left| Thru| Right| Peds | Left| Thru | Right| Peds | exc. total | inclu. Total_| Int. Total 
04:00 PM 0 0 0 0 0 1 0 0 0 0 0 0 0 0 0 0 0 1 1 
04:15 PM (0) 0 0 0 0 1 0 0 0 0 0 0 0 0 0 0 0 1 1 
04:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 2 0 0 0 0 0 0 0 0 0 0 0 2 2 
05:00 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:15 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Grand Total 0 0 0 0 0 2 0 0 0 0 0 0 0 0 0 0 0 2 2 
Apprch % 0 0 0 0 100 0 0 0 0 0 0 0 
Total % 0 0 0 0 100 0 0 0 0 0 0 0 0 100 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 















































Start Time Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:00 PM 


























04:00 PM 0 0 0 0 0 1 0 1 0 0 0 0 0 0 0 0 1 
04:15 PM 0 0 0 0 0 1 0 1 0 0 0 0 0 0 0 0 1 
04:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total Volume 0 0 0 0 0 2 0 2 0 0 0 0 0 0 0 0 2 

% App. Total 0 0 0 0 100 0 0 0 0 0 0 0 
PHF | .000 .000 .000 000; .000 .500 .000 .500| .000 .000 .000 .000| .000 .000 .000 .000 .500 





Accurate Counts 
978-664-2565 









































































































































N/S Street : Alfred Rd / Burch St File Name : 84510003 
E/W Street : Lake Street Site Code : 84510003 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No_ :10 
Groups Printed- Bikes Peds 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time |__Left| Thru | Right| Peds| Left| Thru| Right| Peds| Left| Thru| Right| Peds | Left| Thru | Right| Peds | exc. total | inclu. Total_| Int. Total 
04:00 PM 0 0 0 2 0 1 0 0 0 0 0 1 0 0 0 0 3 1 4 
04:15 PM 0 0 0 3 0 1 0 1 0 0 0 1 0 0 0 0 5 1 6 
04:30 PM 2 0 0 3 0 0 0 1 0 0 0 2 0 0 0 0 6 2 8 
04:45 PM 0 0 0 8 0 1 0 0 0 0 0 1 0 0 0 0 9 1 10 
Total 2 0 0 16 0 3 0 2 0 0 0 5 0 0 0 0 23 5 28 
05:00 PM 0 0 0 1 0 1 0 0 0 0 0 0 0 3 0 0 1 4 5 
05:15 PM 0 0 0 1 0 0 3 1 0 0 0 1 0 1 0 0 3 4 7 
05:30 PM 0 0 0 2 0 2 0 0 0 0 0 1 0 1 0 0 3 3 6 
05:45 PM 0 0 0 2 0 2 0 0 0 0 0 3 0 2 0 0 5 4 9 
Total 0 0 0 6 0 5 3 1 0 0 0 5 0 7 0 0 12 15 27 
Grand Total 2 0 0 22 0 8 3 3 0 0 0 10 0 7 0 0 35 20 55 
Apprch % | 100 0 0 0 72.7 27.3 0 0 0 0 100 0 
Total % 10 0 0 0 40 15 0 0 0 0 35 0 63.6 36.4 
Alfred Rd Lake St Burch St Lake St 
From North From East From South From West 
Start Time Left | Thru | Right | App. Total Left | Thru| Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 0 0 0 0 0 1 0 1 0 0 0 0 0 3 0 3 4 
05:15 PM 0 0 0 0 0 0 3 3 0 0 0 0 0 1 0 1 4 
05:30 PM 0 0 0 0 0 2 0 2 0 0 0 0 0 1 0 1 3 
05:45 PM 0 0 0 0 0 2 0 2 0 0 0 0 0 2 0 2 4 
Total Volume 0 0 0 0 0 5 3 8 0 0 0 0 0 7 0 7 15 
% App. Total 0 0 0 QO 62.5 37.5 0 0 0 QO. _100 0 
PHF | .000  .000  .000 .000| .000 625 .250 .667| .000  .000  .000 .000| .000  .583  .000 583 .938 




















N/S Street : Lakehill Ave / Margaret St 


E/W Street : Lake Street 
City/State : Arlington, MA 


Accurate Counts 


978-664-2565 


File Name : 84510004 
Site Code : 84510004 
Start Date : 9/10/2020 
































































































































Weather _ : Cloudy Page No :1 
Groups Printed- Cars - Trucks 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
07:00 AM 0 0 1 2 56 0 1 0 5 1 38 0 104 
07:15 AM 0 0 4 4 52 0 1 0 2 0 4 0 104 
07:30 AM 2 0 5 2 76 1 0 0 3 1 46 0 136 
07:45 AM 0 0 1 2 86 0 0 0 3 1 50 1 144 
Total 2 0 11 10 270 1 2 0 13 3 175 1 488 
08:00 AM 0 0 2 6 70 0 2 0 4 0 49 0 133 
08:15 AM 0 0 2 3 75 0 2 0 2 0 69 2 155 
08:30 AM 0 0 4 6 65 0 2 0 7 1 55 2 142 
08:45 AM 2 0 3 3 73 2 1 0 3 1 57 1 146 
Total 2 0 11 18 283 2 7 0 16 2 230 5 576 
Grand Total 4 0) 22 28 553 3 9 0 29 5 405 6 1064 
Apprch % 15.4 0 84.6 4.8 94.7 0.5 23.7 0 76.3 1.2 97.4 1.4 
Total % 0.4 0 2.1 2.6 52 0.3 0.8 0 2.7 0.5 38.1 0.6 
Cars 4 0 22 28 552 3 9 0 29 5 398 6 1056 
% Cars 100 0 100 100 99.8 100 100 0 100 100 98.3 100 99.2 
Trucks 0 0 0 0 1 0 0 0 0 0 7 0 8 
% Trucks 0 0 0 0 0.2 0 0 0 0 0 1.7 0 0.8 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time | __ Left |_ Thru | Right | App. Total Left Thru| Right | App. Total Left| Thru | Right | App. Total Left Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 08:00 AM 
08:00 AM 0 0 2 2 6 70 0 76 2 0 4 6 0 49 0 49 133 
08:15 AM 0 0 2 2 3 75 0 78 2 0 2 4 0 69 2 71 155 
08:30 AM 0 0 4 4 6 65 0 71 2 0 7 9 1 55 2 58 142 
08:45 AM 2 0 3 5 3 73 2 78 1 0 3 4 1 57 1 59 146 
Total Volume 2 0 11 13 18 283 2 303 7 0 16 23 2 230 5 237 576 
% App. Total| 15.4 0 846 5.9 93.4 0.7 30.4 0 69.6 0.8 97 2.1 
PHF | .250  .000 688 .650| .750 .943 250 .971| .875  .000 _.571 .639| .500 833 625 835 929 
Cars 2 0 11 13 18 283 2 303 7 0 16 23 2 226 5 233 572 
% Cars| 100 0 100 100; 100 100 100 100; 100 0 100 100; 100 983 100 98.3 99.3 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 4 0 4 4 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 1.7 0 1.7 0.7 

















Accurate Counts 
978-664-2565 

































































































































































































































































N/S Street : Lakehill Ave / Margaret St File Name 
E/W Sireet : Lake Street Site Code 
City/State : Arlington, MA Start Date 
Weather _: Cloudy Page No 
Lakehill Ave 
Out In Total 
4 13 17 
0 0 0 
4 13 17 
11 0 2 
0 ) 0 
11 0 2 
Right Thru Left 
€ | > 
Peak Hour Data 
North 
Peak Hour Begins at 08:00 Al 
Cars 
Trucks 
4 7 ma 
Left Thru__ Right 
7 o| 16 
0 0 0 
7 o| 16 
23 
0 
23 
In 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 
07:15 AM 07:30 AM 08:00 AM 08:00 AM 
+0 mins. 0 0 4 4 2 76 1 79 2 0 4 6 0 49 0 49 
+15 mins. 2 0 5 7 2 86 0 88 2 0 2 4 0 69 2 71 
+30 mins. 0 0 1 1 6 70 0 76 2 0 7 9 1 55 2 58 
+45 mins. 0 0 2 2 3 75 0 78 1 0 3 4 1 57 1 59 
Total Volume 2 0 12 14 13. 307 1 321 7 0 16 23 2 230 5 237 
% App. Total | 14.3 QO. 85.7 4 95.6 0.3 30.4 QO. 69.6 0.8 97 2.1 
PHF | .250  .000 600 500| 542  .892 250 912] 875  .000  .571 .639| .500  .833 625 835 
Cars 2 0 12 14 13 307 1 321 7 0 16 23 2 226 5 233 
% Cars 100 0 100 100; 100 100 100 100; 100 0 100 100 100 98.3 100 98.3 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 4 0 4 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 1.7 0 1.7 

















: 84510004 
: 84510004 
: 9/10/2020 
:2 


Accurate Counts 
978-664-2565 

































































N/S Street : Lakehill Ave / Margaret St File Name : 84510004 
E/W Street : Lake Street Site Code : 84510004 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
07:00 AM 0 0 0 0 0 0 0 0 0 0 1 0 1 
07:15 AM (0) 0 0 0 1 0 0 0 0 0 1 0 2 
07:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 
07:45 AM 0 0 0 0 0 0 0 0 0 0 1 0 1 
Total (0) (0) 0 0 1 (0) 0 0 0 0 3 0 4 
08:00 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:15 AM 0 0 0 (0) 0 0 0 (0) 0 0 3 0 3 
08:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 
08:45 AM 0 0 0 0 0 0 0 0 0 0 1 0 1 
Total 0 0 0 0 (0) (0) 0 0 0 0 4 0 4 
Grand Total 0 0 0 0 1 0 0 0 0 0 t 0 8 
Apprch % 0 0 0 0 100 0 0 0 0 0 100 0 
Total % 0 (0) 0 0 12.5 0 0 0 0 0 87.5 0 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 















































Start Time Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:00 AM 


























07:00 AM 0 0 0 0 0 0 0 0 0 0 (0) 0 0 1 0 1 1 
07:15 AM 0 0 0 0 0 1 0 1 0 0 0 0 0 1 0 1 2 
07:30 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
07:45 AM 0 0 0 0 0 0 0 0 0 0 0 0 0 1 0 1 1 
Total Volume 0 0 0 0 0 1 0 1 0 0 0 0 0 3 0 3 4 

% App. Total 0 0 0 0 100 0 0 0 0 0 100 0 
PHF | .000 .000 .000 .000| .000 .250 .000 .250/| .000 .000 .000 .000| .000 .750 .000 .750 .500 





Accurate Counts 


978-664-2565 









































































































































N/S Street : Lakehill Ave / Margaret St File Name : 84510004 
E/W Sireet : Lake Street Site Code : 84510004 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather —: Cloudy Page No :10 
Groups Printed- Bikes Peds 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time |__Left| Thru | Right| Peds| Left| Thru| Right| Peds| Left| Thru| Right| Peds | Left| Thru | Right| Peds | exc. Total | inclu. Total_| Int. Total 
07:00 AM 0 0 0 5 0 0 0 0 0 0 1 4 0 1 0 0 9 2 11 
07:15 AM 0 0 0 5 0 1 0 0 0 0 0 1 0 0 0 0 6 1 7 
07:30 AM 0 0 0 9 0 2 0 0 0 0 0 1 1 1 0 2 12 4 16 
07:45 AM 0 0 0 7 0 1 0 1 0 0 1 5 0 2 0 3 16 4 20 
Total 0 0 0 26 0 4 0 1 0 0 2 11 1 4 0 5 43 11 54 
08:00 AM 0 0 0 13 0 2 0 1 0 0 1 0 0 1 0 1 15 4 19 
08:15 AM 0 1 0 9 0 1 0 0 0 0 1 1 0 0 0 0 10 3 13 
08:30 AM 0 0 0 4 0 0 0 0 0 0 1 1 0 2 0 1 6 3 9 
08:45 AM 0 0 0 1 0 2 0 1 0 0 0 1 0 2 0 0 3 4 7 
Total 0 1 0 27 0 5 0 2 0 0 3 3 0 5 0 2 34 14 48 
Grand Total 0 1 0 53 0 9 0 3 0 0 5 14 1 9 0 7 77 25 102 
Apprch % 0 100 0 0 100 0 0 0 100 10 90 0 
Total % 0 4 0 0 36 0 0 0 20 4 36 0 75.5 24.5 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 07:00 AM to 08:45 AM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 07:30 AM 
07:30 AM 0 0 0 0 0 2 0 2 0 0 0 0 1 1 0 2 4 
07:45 AM 0 0 0 0 0 1 0 1 0 0 1 1 0 2 0 2 4 
08:00 AM 0 0 0 0 0 2 0 2 0 0 1 1 0 1 0 1 4 
08:15 AM 0 1 0 1 0 1 0 1 0 0 1 1 0 0 0 0 3 
Total Volume 0 1 0 1 0 6 0 6 0 0 3 3 1 4 0 5 15 
% App. Total QO. _100 0 o0. 100 0 0 oO 100 20 80 0 
PHF | .000 .250 .000 .250/ .000 .750 .000 .750{ .000 000 750 .750| .250 .500 .000 .625 .938 




















N/S Street : Lakehill Ave / Margaret St 


E/W Street : Lake Street 


City/State : Arlington, MA 


Accurate Counts 
978-664-2565 


File Name : 84510004 
Site Code : 84510004 
Start Date : 9/10/2020 


























































































































Weather _ : Cloudy Page No :1 
Groups Printed- Cars - Trucks 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
04:00 PM 2 0 1 2 64 2 1 0 3 1 134 0 210 
04:15 PM 0 0 2 9 58 2 1 0 4 2 88 3 169 
04:30 PM 1 0 5 11 67 4 1 0 4 0 102 2 197 
04:45 PM 4 0 6 8 57 5 1 0 4 2 93 2 182 
Total 7 0 14 30 246 13 4 0 15 5 417 7 758 
05:00 PM 2 0 1 3 72 1 0 0 5 5 126 0 215 
05:15 PM 2 0 2 3 73 1 1 0 4 4 106 1 197 
05:30 PM 2 0 2 13 64 8 2 0 6 3 103 0 203 
05:45 PM 1 0 4 14 78 2 2 0 6 2 82 1 192 
Total 7 0 9 33 287 12 5 0 21 14 417 2 807 
Grand Total 14 0 23 63 533 25 9 0 36 19 834 9 1565 
Apprch % 37.8 0 62.2 10.1 85.8 4 20 0 80 2.2 96.8 1 
Total % 0.9 0 1.5 4 34.1 1.6 0.6 0 2.3 1.2 53.3 0.6 
Cars 14 0 23 63 531 25 9 0 36 19 834 9 1563 
% Cars 100 0 100 100 99.6 100 100 0 100 100 100 100 99.9 
Trucks 0 0 0 0 2 0 0 0 0 0 0 0 2 
% Trucks 0 0 0 0 0.4 0 0 0 0 0 0 0 0.1 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time | __Left |_| Thru | Right | App. Total Left| Thru | Right | App. Total Left| Thru | Right | App. Total Left Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 2 0 1 3 3 72 1 76 0 0 5 5 5 126 0 131 215 
05:15 PM 2 0 2 4 3 73 1 77 1 0 4 5 4 106 1 111 197 
05:30 PM 2 0 2 4 13 64 8 85 2 0 6 8 3 103 0 106 203 
05:45 PM 1 0 4 5 14 78 2 94 2 0 6 8 2 82 1 85 192 
Total Volume 7 0 9 16 33-287 12 332 5 0 21 26 14. 417 2 433 807 
% App. Total | 43.8 QO 56.2 9.9 86.4 3.6 19.2 0 80.8 3.2 96.3 0.5 
PHF | .875  .000 _—«.563 800| 589 .920 375 883 | .625  .000 875 813] .700 827 —.500 826 .938 
Cars 7 0 9 16 33-287 12 332 5 0 21 26 14. 417 2 433 807 
% Cars| 100 0 100 100; 100 100 #100 100; 100 0 100 100} 100 100 100 100 100 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 























Accurate Counts 
978-664-2565 


N/S Street : Lakehill Ave / Margaret St File Name : 84510004 
E/W Sireet : Lake Street Site Code : 84510004 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :2 


Lakehill Ave 
Out In Total 
26 16 42 
0 0 0 
26 16 42 
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Peak Hour Data 
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Peak Hour Begins at 05:00 P 
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4 7 > 
Left. Thru Right 
5 0 21 
0 0 0 
5 0 21 
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Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Each Approach Begins at: 





























04:30 PM 05:00 PM 05:00 PM 04:45 PM 

+0 mins. 1 0 5 6 3 72 1 76 0 0 5 5 2 93 2 97 
+15 mins. 4 0 6 10 3 73 1 77 1 0 4 5 5 126 0 131 
+30 mins. 2 0 1 3 13 64 8 85 2 0 6 8 4 106 1 111 
+45 mins. 2 0 2 4 14 78 2 94 2 0 6 8 3 103 0 106 
Total Volume 9 0 14 23 33 287 12 332 5 0 21 26 14 428 3 445 

% App. Total | 39.1 0 60.9 9.9 86.4 3.6 19.2 QO 80.8 3.1 96.2 0.7 
PHF | .563  .000 _—.583 0/5| 589 920 375 .883| .625  .000 875 .813| .700  .849 .375 .849 
Cars 9 0 14 23 33 287 12 332 5 0 21 26 14 428 3 445 
% Cars 100 0 100 100 100 100 100 100 100 0 100 100 100 100 100 100 
Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
% Trucks 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 


Accurate Counts 
978-664-2565 

































































N/S Street : Lakehill Ave / Margaret St File Name : 84510004 
E/W Street : Lake Street Site Code : 84510004 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather _: Cloudy Page No :7 
Groups Printed- Trucks 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time Left Thru Right Left Thru Right Left Thru Right Left Thru Right Int. Total 
04:00 PM 0 0 0 0 1 0 0 0 0 0 0 0 1 
04:15 PM (0) 0 0 0 1 0 0 0 0 0 0 0 1 
04:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total (0) (0) 0 0 2 0 0 0 0 0 0 0 2 
05:00 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:15 PM 0 0 0 (0) 0 0 0 (0) 0 0 0 0 0 
05:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 
05:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total 0 0 0 0 0 0 0 0 0 0 0 0 0 
Grand Total 0 0 0 0 2 0 0 0 0 0 0 0 2 
Apprch % 0 0 0 0 100 0 0 0 0 0 0 0 
Total % 0 0 0 0 100 0 0 0 0 0 0 0 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 















































Start Time Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 04:00 PM 


























04:00 PM 0 0 0 0 0 1 0 1 0 0 (0) 0 0 0 0 0 1 
04:15 PM 0 0 0 0 0 1 0 1 0 0 0 0 0 0 0 0 1 
04:30 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
04:45 PM 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 0 
Total Volume 0 0 0 0 0 2 0 2 0 0 0 0 0 0 0 0 2 

% App. Total 0 0 0 0 100 0 0 0 0 0 0 0 
PHF | .000 .000 .000 000; .000 .500 .000 .500| .000 .000 .000 .000| .000 .000 .000 .000 .500 





Accurate Counts 


978-664-2565 









































































































































N/S Street : Lakehill Ave / Margaret St File Name : 84510004 
E/W Sireet : Lake Street Site Code : 84510004 
City/State : Arlington, MA Start Date : 9/10/2020 
Weather —: Cloudy Page No :10 
Groups Printed- Bikes Peds 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time |__Left| Thru | Right| Peds| Left| Thru| Right| Peds| Left| Thru| Right| Peds | Left| Thru | Right| Peds | exc. total | inclu. Total_| Int. Total 
04:00 PM 0 0 0 3 0 0 0 0 1 0 0 1 0 0 0 0 4 1 5 
04:15 PM 0 0 0 5 0 1 0 0 0 0 0 1 0 0 0 0 6 1 L 
04:30 PM 0 0 0 5 0 0 0 1 0 0 0 2 0 1 0 0 8 1 9 
04:45 PM 0 0 0 6 0 0 0 0 0 0 3 0 0 0 0 0 6 3 9 
Total 0 0 0 19 0 1 0 1 1 0 3 4 0 1 0 0 24 6 30 
05:00 PM 0 0 0 0 2 1 0 0 0 0 0 1 0 4 0 0 1 7 8 
05:15 PM 0 0 2 2 0 0 0 1 0 0 0 0 0 0 0 0 3 2 5 
05:30 PM 0 0 0 5 0 2 0 0 0 0 1 0 0 1 0 0 5 4 9 
05:45 PM 0 0 0 5 1 2 0 2 0 0 0 2 0 2 0 0 9 5 14 
Total 0 0 2 12 3 5 0 3 0 0 1 3 0 7 0 0 18 18 36 
Grand Total 0 0 2 31 3 6 0 4 1 0 4 7 0 8 0 0 42 24 66 
Apprch % 0 0 100 33.3 66.7 0 20 0 80 0 100 0 
Total % 0 0 83 12.5 25 0 4.2 0 16.7 0 33.3 0 63.6 36.4 
Lakehill Ave Lake St Margaret St Lake St 
From North From East From South From West 
Start Time Left | Thru | Right | App. Total Left| Thru| Right | App. Total Left | Thru | Right | App. Total Left | Thru | Right | App. Total | Int. Total 
Peak Hour Analysis From 04:00 PM to 05:45 PM - Peak 1 of 1 
Peak Hour for Entire Intersection Begins at 05:00 PM 
05:00 PM 0 0 0 0 2 1 0 3 0 0 0 0 0 4 0 4 7 
05:15 PM 0 0 2 2 0 0 0 0 0 0 0 0 0 0 0 0 2 
05:30 PM 0 0 0 0 0 2 0 2 0 0 1 1 0 1 0 1 4 
05:45 PM 0 0 0 0 1 2 0 3 0 0 0 0 0 2 0 2 5 
Total Volume 0 0 2 2 3 5 0 8 0 0 1 1 0 7 0 7 18 
% App. Total 0 0.100 37.5 62.5 0 0 QO 100 0.100 0 
PHF | .000 .000 250 .250| .375 625 _.000 .667| .000 .000 .250 .250| .000  .438  .000 438 643 




















MINUTEMAN COMMUTER BIKEWAY DATA 































































































S:\Jobs\8451\Count data\Minuteman-MassAve CountData_ON-GOING-Jenn w graphs.xls 


Peak Hour 

Peak Period 

Peak Hour/Peak Period 
566.6734 Peak Hour 


Peak Period 
Peak Hour/Peak Period 


417.3708 


0.37 


0.31 


8-9 AM 
7-9 AM 


5-6 PM 
5-7 PM 


July 1 2019 to October 31 201 


9 


Minuteman Bikeway at Swan Place 


Pedestrian + Bicycle Volume 


294 
548 
0.54 


270 
534 
0.51 


SEASONAL ADJUSTMENT DATA 


Station 


January 
February 
March 
April 

May 

June 

July 
August 
September 
October 
November 
December 


Average Month Daily Volume 


Monthly Volume 
Recorded Volume 


3382369 
3358292 
5093243 
4822590 
5753246 
5040562 
4859583 
5151326 
4956663 
5150660 
4509218 
4192605 
56270357 


Active Days Counted 


24 
22 
29 
28 
30 
28 
30 
30 
29 
30 
28 
29 
337 


166974 


Average Daily Volume 


140932 
152650 
175629 
172235 
191775 
180020 
161986 
171711 
170919 
171689 
161044 
144573 
166974 


Relation to Average Month 


0.844 
0.914 
1.052 
1.032 
1.149 
1.078 
0.970 
1.028 
1.024 
1.028 
0.964 
0.866 
1.000 


March to September Relation 


Station 4065 


Month Year Average Daily Volume 
May 2019 186499 
September 2019 184606 


S:\Jobs\8451\Count data\8451 traffic volumes.xlsx 


Station 4065 


Month 
September 
September 
September 


Year 
2014 
2016 
2019 


Average Daily Volume 
168063 
170919 
184606 
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COVID-19 ADJUSTMENT DATA 


Station 4065 


Aug-19 
Aug-20 
19/20 


S:\Jobs\8451\Count data\8451 traffic volumes.xlsx 


0:00 
1615 
966 
1.67 


1:00 
955 
612 
1.56 


2:00 
683 
465 
1.47 


3:00 
752 
532 
1.41 


4:00 
1405 
1058 
1.33 


5:00 
4627 
3350 
1.38 


6:00 

8620 
6542 
1.32 


7:00 8:00 9:00 
10798 11160 11372 
7951 8177 = 8435 
1.36 1.36 1.35 
Adjust Avg of 7-10 


10:00 

11521 
9121 
1.26 


11:00 

11661 
9764 
1.19 


12:00 
11786 
10188 

1.16 


13:00 
11803 
10457 

1.13 


14:00 
11986 
11218 

1.07 


15:00 

11885 

10996 
1.08 


16:00 17:00 18:00 

12013 12024 11143 

10246 9802 7890 
1.17 1.23 1.41 
Adjust Avg of 16-19 


19:00 
8610 
6063 
1.42 


20:00 
6609 
4697 
1.41 


21:00 22:00 23:00 ADT 
5129 3946 2806 184909 
3376 2474 1686 146067 


1.52 1.59 1.66 


Adjust By ADT Adjust by Avg Hourly 
1.266 1.35 


PUBLIC TRANSPORTATION SCHEDULES 


Route 67 Turkey Hill - Alewife Station 
Route 79 Arlington Heights - Alewife Station 





: 
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SNOW ROUTE 
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1, Rocks 
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Ce 
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BELMONT * 


«SNOW ROUTE 


During snow storms or when slippery road conditions are present, 
this route may be diverted to an alternate route described below. 
To view service updates or request T-Alerts sent via email or text 
message, visit www.mbta.com. 


Route 67: Omits Turkey Hill Loop and Symmes Road. Flag 
bus on Sunset Road at Forest Street or use stops on 
Summer Street. 





a 


Field 
mene. Ep 





Schedule Change 


Aa 


Effective August 30, 2020 









67 Turkey Hill-Alewife Station 
79 Arlington Heights-Alewife Station 


Serving 
e Arlington High School 
e Arlington Town Hall 
e Arlington Center 
e Red Line 








Massachusetts Bay if 
i Transportation Authority massachusetts vepariment 


Information 617-222-3200 e Pee Lyall) 


(TTY) 617-222-5146 ¢ www.mbta.com 


67 


Leave 
Turkey 
Hill 


Inbound 


Arrive 
Arlington 
Center 


Outbound 


Arrive 
Arlington 
Center 


Arrive 
Turkey 
Hill 





6:18A 
6:52 
7:22 
7:49 
8:17 
8:45 
9:12 
10:02 
10:52 
11:42 


12:32P 
1:22 
2:12 
3:02 
3:52 
4:42 
5:10 
5:37 
6:05 
6:32 
6:57 
7:37 
8:20 


6:23A 
6:57 
7:29 
7:56 
8:24 
8:50 
9:17 
10:07 
10:57 
11:47 


12:37P 
1:27 
2:17 
3:07 
3:57 
4:47 
5:16 
5:43 
6:11 
6:36 
7:01 
7:41 
8:24 


Weekday 
Arrive Leave 
Alewife Alewife 
Station Station 
6:32A |} 5:53A 
7:07 6:26 
7:43 6:59 
8:10 7:24 
8:39 7:53 
9:03 8:23 
9:27 8:49 
10:17 9:39 
11:07 | 10:29 
11:56 | 11:19 
12:46P | 12:09P 
1:36 | 12:59 
2:26 1:48 
3:16 2:38 
4:06 3:27 
4:56 4:17 
5:26 4:44 
5:53 5:11 
6:21 5:38 
6:45 6:05 
7:10 6:33 
7:49 7:15 
8:32 7:58 





6:00A 
6:33 
7:06 
7:31 
8:00 
8:30 
8:56 
9:46 
10:36 
11:26 


12:16P 
1:06 
1:55 
2:47 
3:36 
4:26 
4:55 
5:22 
5:49 
6:16 
6:41 
7:23 
8:05 


Service Note: Route 67 
Serves Symmes Road OUTBOUND ONLY. 


Route 67 
Turkey Hill-Alewife Station 


6:15A 
6:48 
7:21 
7:47 
8:16 
8:44 
9:10 
10:00 
10:50 
11:40 


12:30P 
1:20 
2:10 
3:02 
3:51 
4:41 
5:10 
5:37 
6:04 
6:31 
6:56 
7:37 
8:18 


79 Weekday 
Inbound 
Leave Arrive Arrive Leave 
Arlington Arlington Alewife Alewife 
Heights Center Station Station 
6:35A 6:41A  6:55A) 7:02A 
7:00 7:06 7:20 7:30 
7:30 7:39 7:59 8:10 
8:00 8:06 8:24 8:35 
8:30 8:36 8:54 9:30 
9:00 9:05 9:20 
9:50 9:55 10:06 2:00P 
2:45 
2:20P 2:26P 2:39P| 3:10 
s 3:05 3:11 3:25 3:30 
s 3:15 3:21 3:34 3:50 
3:20 3:26 3:39 4:10 
s 3:25 3:30 3:41 4:30 
3:40 3:46 3:59 4:50 
4:00 4:06 4:19 5:10 
4:20 4:26 4:39 5:30 
4:40 4:46 4:59 5:50 
5:00 5:06 5:20 6:15 
5:20 5:26 5:40 6:35 
5:45 5:51 6:05 7:05 
6:05 6:11 6:25 
6:45 6:51 7:02 





Outbound 

Arrive Arrive 

Arlington Arlington 
Center Heights 
7:09A 7:19A 
7:38 7:52 
8:16 8:26 
8:41 8:51 
9:36 9:46 
2:06P 2:16P 
2:52 3:05 
3:17 3:28 
3:37 3:48 
3:57 4:09 
4:22 4:34 
4:42 4:54 
5:02 5:14 
5:24 5:36 
5:44 5:56 
6:03 6:14 
6:27 6:38 
6:47 6:58 
7:13 7:24 


s - Leaves from Massachusetts Avenue at Appleton Street and 


does NOT run during school vacation 


Route 79 


Arlington Heights-Alewife Station 


No service on weekends. 


All buses are accessible to persons with disabilities 


hm mt Ro mR 


Fare Local Bus Bus + Bus a ppm Ls 
CharlieCard $1.70 $1.70 $2.40 $2.40 
CharlieTicket $2.00 $2.00 $2.90 $4.90 
Cash-on-Board $2.00 $4.00 $2.90 $4.90 
Student/Youth* $0.85 $0.85 $1.10 $1.10 
Senior/TAP** $0.85 $0.85 $1.10 $1.10 


VALID PASSES: LinkPass ($90.00/mo.); Local Bus ($55/mo.); *Student/Youth LinkPass 
($30.00/mo.); **Senior/TAP LinkPass ($30/mo.); and express bus, commuter rail, and 
boat passes. 

FREE FARES: Children 11 and under ride free when accompanied by an adult; Blind 

Access CharlieCard holders ride free and if using a guide, the guide rides free. 

* Requires Student CharlieCard or Youth CharlieCard. Student CharlieCards are available 
to students through participating middle schools and high schools. Youth CharlieCards 
are available through community partners in the Boston metro area. Visit 
www.mbta.com/youthpass for details. 

** Requires Senior/TAP CharlieCard, available to Medicare cardholders, seniors 65+, 
and persons with disabilities. 


an 12020 & Winter 2021 Holidays 
Ae 0: Sunday; 10/12/20 & 11/11/20: pakday 
11/26/20, 12/25/20, & 1/1/21: Sun; 1/18/21 & O/15/21: Sat 


Route 77 Arlington Heights - Harvard Station 


Ym 62/76 


©. 
9g 
ho, 


: ARLINGTON 
a 
Cir. oO 
%, 
"Are a Menotomy 
Rocks 


pars 


2 
@ 
3 


BELMONT “=, 


Co, 
"or 
TAY, 
‘e. 


ISt-le)[e} 

Transit 
$2.40 
$2.90 
$2.90 


Bus + Rapid 
acta 
$2.40 
$4.90 
$4.90 


Fare Local Bus Bus + Bus 


CharlieCard $1.70 $1.70 
CharlieTicket $2.00 $2.00 
Cash-on-Board $2.00 $4.00 
Student/Youth* $0.85 $0.85 $1.10 $1.10 
Senior/TAP** $0.85 $0.85 $1.10 $1.10 


VALID PASSES: LinkPass ($90.00/mo.); Local Bus ($55/mo.); *Student/Youth LinkPass 
($30.00/mo.); **Senior/TAP LinkPass ($30/mo.); and express bus, commuter rail, and 
boat passes. 

FREE FARES: Children 11 and under ride free when accompanied by an adult; Blind 

Access CharlieCard holders ride free and if using a guide, the guide rides free. 

* Requires Student CharlieCard or Youth CharlieCard. Student CharlieCards are available 
to students through participating middle schools and high schools. Youth CharlieCards 
are available through community partners in the Boston metro area. Visit 
www.mbta.com/youthpass for details. 

** Requires Senior/TAP CharlieCard, available to Medicare cardholders, seniors 65+, 
and persons with disabilities. 


Fall 2020 & Winter 2021 Holidays 


Shee Sunday; 10/12/20 & 11/11/20: Weekday 
11/26/20, 12/25/20, & 1/1/21: Sun; 1/18/21 & 2/15/21: Sat 
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Effective August 30, 2020 
Arlington Heights- 





Harvard Station 


Serving 
e Porter Station 
e Arlington High School 
e Arlington Center 
e Harvard University 
e Eliot Street 
e Red Line 
¢ Fitchburg Commuter Rail 





Massachusetts Bay ; fT 
Transportation Authority massacnusers pepartment 


Information 617-222-3200 e 1-800-392-6100 
(TTY) 617-222-5146 ¢ www.mbta.com 





77 


Leave 
Arlington 
Heights 


Weekday 


Inbound 


Arrive Lv/Arrive Arrive 


Arlington 
Center 


North 
Camb. 


Harvard 
Square 


Leave 
Harvard 
Station 


77 


Leave 


Arlington 


Heights 


Inbound 


Arrive 
Arlington 
Center 


Outbound 


Arrive 


Arlington 


Center 


Arrive 
Arlington 
Heights 





4:48A 
5:00 
5:12 
5:23 
5:34 
Every 
10:15 
10:25 
10:34 
10:43 
10:52 
11:01 
41:11 
11:20 
11:29 
11:38 
11:47 
11:56 


12:05P 

12:14 

Every 
4:01 
4:11 
4:21 
4:31 
4:41 
4:51 
5:01 
5:11 
5:21 
5:31 
5:41 
5:50 
6:00 
6:10 
Every 
8:50 
9:00 


9:21 
9:32 
9:43 
9:54 
10:05 
10:16 
10:27 
10:38 
10:50 
11:02 
11:14 
11:26 
11:38 
11:50 
12:02A 
12:17 
12:32 


4:54A 
5:06 
5:18 
5:29 
5:40 

10 Mins. 
10:23 1 
10:33 1 
10:42 1 
10:51 1 
11:00 1 
11:09 1 
11:19 1 
11:28 1 
Ie? 4 
11:46 1 
11:56 1 
12:05P 1 


12:14 1 
12:23 1 
11 Mins. 
4:10 
4:20 
4:30 
4:40 
4:50 
5:00 
5:10 
5:20 
5:30 
5:40 
5:50 
5:59 
6:09 
6:19 


10 Minutes 


8:56 
9:06 
9:16 
9:27 
9:38 
9:49 


10:00 10:09 
10:11 10:20 
10:22 10:30 
10:33 10:40 
10:43 10:50 


10:55 1 
11:07 1 
11:19 1 
11:31 1 
11:43 1 


11:55 12:02A 
12:07A 12:14 
12:22 12:29 
12:37 12:44 


5:01A 
5:13 
5:25 


5:12A 
5:24 
5:36 
5:36 5:47 
5:47 5:58 
or Less 
0:34 10:51 
0:44 11:01 
0:53 11:10 
1:02 11:19 
1:11 11:28 
1:20 11:37 
1:30 11:47 
1:39 11:56 
1:48 12:06P 
1:57. 12:15 
2:07P 12:25 
2:16 12:34 


2:25 12:43 
2:34 12:52 

or Less 
4:22 4:38 
4:32 4:49 
4:42 5:01 
4:53 5:12 
5:04 = 5:23 
5:14 = 5:33 
5:24 5:43 
5:34 5:53 
5:44 = 6:03 
5:54 6:13 
6:04 6:23 
6:13 6:32 
6:23 6:42 
6:33 6:52 
Until 
9:20 
9:30 
9:40 
9:51 
10:02 
10:13 
10:24 
10:34 
10:43 
10:53 
11:03 
11:15 
11:27 
11:39 
11:51 
12:03A 
12:15 
12:27 
12:42 
12:57 


9:05 
9:15 
9:25 
9:36 
9:47 
9:58 


1:02 
1:14 
1:26 
1:38 
1:50 





5:11A 
5:21 
5:32 
5:43 
5:54 
6:05 
6:18 
6:31 
6:42 
6:51 
7:00 
7:09 
Every 
11:19 
11:28 
11:37 
11:46 
11:55 


12:05P 
Every 
4:14 
4:24 
4:34 
4:44 
4:54 
5:04 
5:14 
5:24 
5:34 
5:44 
5:54 
6:04 
6:14 
6:23 
6:32 
6:41 
6:50 
6:59 
7:08 
7:17 
7:26 
7:35 
Every 
10:38 
10:50 
11:02 
11:13 
11:24 
11:35 
11:46 
11:57 
12:08A 
12:19 
12:30 
12:45 
w 1:05 


Outbound 
Arrive Arrive Arrive 
North = Arlington Arlington 
Camb. Center Heights 
5:19A 5:24A  5:29A 
5:29 5:34 5:39 
5:40 5:45 5:50 
6:51 5:56 6:01 
6:02 6:08 6:13 
6:15 6:21 6:26 
6:28 6:34 6:39 
6:41 6:47 6:52 
6:52 6:58 7:08 
7:02 7:12 7:23 
7:12 7:22 7:33 
7:21 7:31 7:42 
10 Mins. or Less 
11:30 11:38 = 11:47 
11:39 11:47 11:56 
11:48 11:56 12:06P 
11:57, 12:05P 12:15 
12:08P 12:17 12:27 
12:17 12:26 12:36 
10 Mins. or Less 
4:30 4:46 4:58 
4:43 4:59 5:11 
4:53 5:09 5:21 
5:03 5:19 5:31 
5:13 5:29 5:41 
5:23 5:39 5:51 
5:33 5:49 6:01 
5:43 5:59 6:11 
5:53 6:09 6:21 
6:03 6:19 6:30 
6:13 6:29 6:36 
6:23 6:37 6:44 
6:31 6:42 6:49 
6:36 6:47 6:54 
6:44 6:55 7:02 
6:53 7:04 7:11 
7:02 7:13 7:20 
7:11 7:22 7:29 
7:20 7:31 7:38 
7:29 7:40 7:47 
7:38 7:49 7:56 
7:47 7:58 8:05 
11 Mins. — or Less 
10:49 10:56 11:03 
11:01 11:08 = 11:15 
11:13, 11:18 = 11:23 
11:23 11:28 = 11:33 
11:34 11:39 11:44 
11:45 11:50 3 =11:55 
11:56 12:01A 12:06A 
12:07A 12:12 12:17 
12:18 12:23 12:28 
12:29. 12:34 12:39 
12:40 12:45 12:50 
12:55 1:00 1:05 
1:15 1:20 1:25 





77 Saturday 
Inbound 
Leave Arrive Lv/Arrive Arrive Leave 
Arlington Arlington North Harvard | Harvard 
Heights Center Camb. Square Station 
4:48A 4:52A 4:59A 5:09A| 5:18A 
5:03 5:07 5:14 5:24 5:33 
5:18 5:22 5:29 5:39 5:48 
5:33 5:37 5:44 5:54 6:03 
5:48 5:52 5:59 6:10 Every 
6:03 6:09 6:16 6:27 7:33 
6:18 6:24 6:31 6:42 7:48 
Every 14Mins. Until 8:01 
T:A15 7:22 7:31 7:45 8:14 
7:31 7:38 7:47 8:01 8:28 
7:47 7:54 8:03 8:17 Every 
8:02 8:09 8:18 8:32 9:37 
8:17 8:24 8:33 8:47 9:50 
8:32 8:39 8:48 9:02 | 10:03 
8:45 8:52 9:01 9:15 | 10:15 
8:57 9:04 9:13 9:27 | 10:26 
9:09 9:16 9:25 9:39 | 10:37 
9:21 9:28 9:37 9:51 | 10:49 
9:33 9:40 9:49 10:03 | 11:00 
9:45 9:52 10:01 10:15 | 11:12 
9:56 10:03 10:12 10:26 | 11:24 
10:07 10:14 10:23 10:38 | 11:35 
10:18 10:25 10:35 10:52 | 11:47 
10:29 10:37 10:48 11:05 | 11:58 
10:40 10:48 10:59 11:16 
10:51 10:59 11:10 11:27 | 12:09P 
11:02 11:10 11:21 11:38 Every 
Every 11Mins. Until 6:55 
11:56 12:04P 12:15P 12:32P as 
12:06P 12:14 12:25 12:42 7:31 
Every 12Mins._ or Less 7:44 
6:34 6:41 6:51 7:09 7:57 
6:47 6:54 7:04 7:21 8:10 
7:00 7:06 7:16 7:33 8:25 
7:15 7:21 7:31 7:48 8:40 
7:30 7:36 = 7:46 8:03 8:55 
7:45 7:51 8:01 8:17 9:10 
8:00 8:05 8:14 8:30 9:25 
8:15 8:20 8:29 8:45 9:40 
8:30 8:35 8:44 9:00 9:55 
8:45 8:50 8:59 9:15 | 10:10 
9:00 9:05 9:14 9:30 | 10:26 
9:15 9:20 9:29 9:45 | 10:42 
9:31 9:36 9:45 10:01 | 10:58 
9:48 9:53 10:02 10:18 | 11:14 
10:05 10:10 10:19 10:35 | 11:30 
10:22 10:27 10:35 10:51 11:46 
10:39 10:44 10:52 11:08 12:02A 
Every 17Mins. or Less | 12:18 
12:00M 12:04A 12:11A 12:25A | 12:35 
12:15 12:19 12:26 12:40 | 12:50 
12:30 12:34 12:41 12:55 | w 1:05 


Outbound 
Arrive Arrive Arrive 
North Arlington Arlington 
Camb. Center Heights 
5:27A 5:32A 5:38A 
5:42 5:47 5:53 
§:57 6:02 6:08 
6:12 6:17 6:23 
15 Minutes Until 
7:43 7:50 7:58 
7:58 8:05 8:13 
8:11 8:18 8:26 
8:24 8:31 8:39 
8:38 8:45 8:53 
14 Mins. — Until 
9:48 9:56 10:04 
10:01 10:09 10:17 
10:14 10:22 10:30 
10:26 10:34 10:42 
10:38 10:46 10:54 
10:49 10:57. 11:05 
11:01 11:09 11:17 
11:12 11:20 11:28 
11:24 11:33 11:42 
11:36 11:45 11:54 
11:47 11:56 12:05P 
11:59 12:08P 12:17 
12:10P 12:19 12:28 
12:21 12:30 12:39 
12 Mins. or Less 
7:07 7:15 7:23 
7:19 7:27 7:35 
7:31 7:39 7:47 
7:43 7:51 7:59 
7:56 8:04 8:12 
8:09 8:17 8:25 
8:22 8:30 8:37 
8:36 8:43 8:50 
8:51 8:58 9:05 
9:06 9:13 9:20 
9:21 9:28 9:35 
9:36 9:43 9:50 
9:51 9:58 10:05 
10:06 10:13 10:20 
10:21 10:28 10:35 
10:37 10:44 10:51 
10:53 11:00 11:07 
11:09 11:16 =11:23 
11:25 11:32 11:38 
11:40 11:47 = 11:53 
11:56 12:03A 12:09A 
12:12A 12:19 12:25 
12:28 12:35 =12:41 
12:45 12:52 12:58 
1:00 1:05 104 
1:15 1:20 1:26 


w - Waits for last train to arrive at Harvard Station. 
All buses are accessible to persons with disabilities 


6:00A 
6:20 
6:40 
7:00 
7:20 
7:40 
7:55 
8:10 
8:25 
8:40 
8:57 
9:14 
9:30 


Every 


11:49 
12:05P 


Every 


6:20 
6:34 
6:47 
7:01 
7:16 
7:32 
7:48 
8:05 
8:22 
8:39 
8:55 
9:12 
9:28 
9:44 
10:00 
10:15 
10:32 
10:48 
11:04 
11:17 
11:35 
11:55 
12:15A 
12:35 


Harvard Busway construction note: 


6:04A 
6:24 
6:44 
7:04 
7:24 
7:44 
7:59 
8:14 
8:29 
8:45 
9:02 
9:19 
9:35 


17 Mins. 


11:55 
12:11P 


17 Mins. 


6:25 
6:38 
6:51 
7:05 
7:20 
7:36 
7:52 
8:09 
8:26 
8:43 
8:59 
9:16 
9:32 
9:48 
10:04 
10:19 
10:35 
10:51 
11:07 
11:20 
11:38 
11:58 
12:18A 
12:38 


Sunday 
Arrive Leave 
Harvard Harvard 
Square Station 
6:22A 6:25A 
6:42 6:44 
7:03 7:04 
7:23 7:24 
7:43 7:44 
8:03 8:04 
8:20 8:24 
8:38 8:44 
8:54 9:04 
9:10 9:24 
9:27 9:44 
9:44 10:04 
10:00 Every 
or Less 11:46 
12:25P 
12:01P 
12:41 Every 
or Less 7:08 
6:49 7:21 
7:02 7:36 
7:15 7:51 
7:29 8:07 
7:44 8:23 
8:00 8:38 
8:16 8:54 
8:32 9:10 
8:50 9:25 
9:06 9:40 
9:22 9:54 
9:39 10:09 
9:55 10:22 
10:11 10:36 
10:27 10:49 
10:41 11:02 
10:55 11:15 
11:11 11:30 
11:27 11:45 
11:40 12:00M 
11:58 12:10A 
12:18A} 12:25 
12:38 12:45 
12:58 | w 1:05 





6:39A 
6:58 
7:18 
7:38 
7:58 
8:23 
8:43 
9:03 
9:24 
9:44 
10:04 
10:24 

15 Mins. 

12:08P 


12:23P 


15 Mins. 


7:28 
7:41 
7:56 
8:11 
8:27 
8:43 
8:58 
9:14 
9:30 
9:42 
9:57 
10:11 
10:26 
10:39 
10:53 
11:06 
11:19 
11:32 
11:45 
12:00M 
12:15A 
12:25 
12:40 
1:00 
1:20 


6:45A 
7:04 
7:24 
7:44 
8:05 
8:30 
8:50 
9:11 
9:32 
9:52 
10:12 
10:32 
or Less 

12:17P 


12:32P 
or Less 
7:36 
7:49 
8:04 
8:19 
8:35 
8:51 
9:06 
9:22 
9:37 
9:49 
10:04 
10:18 
10:33 
10:46 
11:00 
11:13 
11:26 
11:37 
11:50 

12:05A 
12:20 
12:30 
12:45 
1:05 
1:25 


Route 77 won't serve Harvard Busway during this time. 
Inbound service will not serve Harvard Station Busway 
during this time. Passengers wishing to access Harvard 
Station are advised to disembark at the temporary bus stop 
located on Brattle St @ Palmer St. Outbound service 

is unaffected, and will continue to board passengers in the 
Harvard Station Busway. 


Fares and holidays on map side. 


Route 350 North Burlington - Alewife Station 
Route 351 Bedford Woods Dr - Alewife Station 


-Gp- 

Lowell Regional 

Transit Authority 
978-452-6161 


Oak 
Park 


BEDFORD 


py eouell 


Northwest 
Park 


a 
oes 
Ca. 

oe \%, 
Re NB. 
> \ 
Se 


ny, Cie 
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"\ << Exit 32 
: ae x ct 
Express to/from 


Alewife Sta. via. 
Rt. 128 and Rt. 2 \ 





BURLINGTON 


aeons 
Lahey Hospital & 
eo Center oo 
9 ial Graal 
Drive « 


wheelet RO 


Tolfrofn Alewife Station 
(Red Line) via Cambridge St., 
ystic St/Arlington Center and 
Massachusetts Avenue. 





Service/Schedule Change 


390°35 





Effective August 30, 2020 
350 North Burlington-Alewife Station 





351 Bedford Woods Dr - Alewife Station 


Serving 
e Burlington Mall 
¢ Oak Park 
e Northwest Park 
e Red Line 
e Lahey Hospital & Medical Center 
e Four Corners 
e Arlington Center 


LMA/ASA De 


Massachusetts Bay 
Transportation Authority mass 


ae OE ea 
Information 617-222-3200 e 1-800-392-6100 
(TTY) 617-222-5146 ¢ www.mbta.com 


350 & 351 Weekday 
Inbound Outbound 
Arrive Arrive Arrive Arrive 
Leave Burlington Woburn/ Arrive Arrive Leave Arrive Woburn/ Burlington Arrive 
Chestnut & Mall Burl. Arlington Alewife Alewife — Arlington Burl. Mall Chestnut & 
Cambridge = Road Line Center Station Station Center Line Road Cambridge 
6:00A_...... 6:05A 6:19A 6:31A b 5:53 G00 - ia she fen 
fai ie, 6:23 6:32 b 6:16 6:22 6:39 6:50 7:08 
6:20 a... 6:25 6:42 7:02 b 6:36 6:42 6:59 7:09 7:25 
6:38. 6:45 7:04 7:24 b 6:56 7:02 7:17 7:27 7:43 
G53 ast 7:00 7:19 7:41 7:16 7:22 7:37 7:47 8:03 
TNO® suka 7:22 7:41 8:03 7:36 7:43 8:02 8:11 8:31 
TOS hers 7:44 8:03 8:25 7:56 8:03 8:22 8:31 8:51 
(85: vss. 8:04 8:23 8:45 8:16 8:23 8:42 8:51 9:11 
8:20 8:35A 8:42 9:03 9:13 8:56 9:03 9:22 9:31 9:49 
8:40 8:55 9:02 9:19 9:29 9:36 9:42 9:59 10:08 10:26 
9:00 9:14 9:21 9:38 9:48 10:16 10:22 10:39 10:48 11:06 
9:20 9:34 9:41 9:58 10:09 10:56 11:02 11:19 11:28 11:46 
10:00 10:14 =10:21 10:38 10:49 11:36 = 11:42 11:59 12:08P 12:26P 
10:40 10:54 11:01 11:18 =11:29 
11:20 11:34 9 11:41 11:58  12:09P 12:16P 12:22P 12:39P 12:48 1:06 
12:56 1:02 1:19 1:28 1:46 
12:00N 12:14P 12:21P 12:38P 12:49 1:36 1:42 1:59 2:07 2:24 
12:40 12:54 1:02 1:19 1:30 2:16 2:26 2:45 2:53 3:12 
1:20 1:34 1:42 1:59 2:10 2:41 2:51 3:09 3:18 3:37 
2:00 2:14 2:22 2:39 2:50 3:05 3:13 3:31 3:40 3:59 
2:40 2:54 3:03 3:21 3:32 3:30 3:38 3:56 4:05 4:27 
3:25 3:40 3:50 4:08 4:19 3:55 4:03 4:22 4:31 4:53 
3:45 4:00 4:10 4:28 4:39 4:25 4:35 4:54 5:03 5:25 
4:10 4:25 4:35 4:53 5:07 4:55 5:08 5:28). sisas 5:43 
4:30 4:45 4:55 5:16 5:32 5:20 5:33 5:53 ease 6:08 
4:45 5:00 5:10 5:32 5:48 5:40 5:53 6:13 6:28 
5:10 5:25 5:35 5:57 6:10 6:00 6:13 6:33 6:48 
5:35 5:50 6:00 6:21 6:34 6:20 6:33 G53 ciaes 7:08 
5:55 6:10 6:18 6:37 6:50 6:42 6:51 7:06 7:15 7:37 
6:15 6:30 6:37 6:52 7:05 7:05 7:14 7:29 7:38 8:00 
6:35 6:49 6:56 mA 7:24 7:35 7:44 7:59 8:07 8:23 
6:55 7:09 7:16 7:31 7:41 8:31 8:39 8:54 9:02 9:17 
7:45 7:59 8:05 8:18 8:28 9:25 9:33 9:48 9:56 10:11 
8:35 8:49 8:55 9:08 9:18 10:20 10:32 10:50... 11:05 
9:30 9:44 9:50 10:03 10:13 
10:25 10:39 10:45 10:58 11:08 Route 351 indicated by shaded areas 
ROUTE 350 FARES Es eS 
re Fare ‘Bus, Express, EXBte88 Express 
rele) RTT 1 Transit i +LocalBus + Subway 
- CharlieCard $1.70 $4.25 $4.25 $4.25 
CharlieCard $1.70 $1.70 $2.40 $2.40 CharlieTicket $2.00 $5.25 $7.25 $8.15 
CharlieTicket $2.00 $2.00 $2.90 $4.90 Cash-on-Board $2.00 $5.25 $7.25 $8.15 
Cash-on-Board $2.00 $4.00 $2.90 $4.90 Student/Youthy $0.85 $2.10 $240 $2.10 
Student/Youth* $0.85 $0.85 $1.10 $1.10 Senior/TAP*+ $0.85 $2.10 $2.10 $2.10 
Senior/TAP** $0.85 $0.85 $1.10 $1.10 VALID PASSES on 441/442: LinkPass ($90.00/mo.); Local Bus ($55/mo.); 
VALID PASSES: LinkPass ($90.00/mo.); Local Bus ($55/mo.); *Student/Youth LinkPass BCE aT tiene rac ); **Senior/TAP LinkPass ($30/mo.); and express bus, 
eens **Senior/TAP LinkPass (530/mo.); and express bus, commuter rail, and VALID PASSES on 448/449: Inner Express Bus ($136.00/mo.); Outer Express Bus ($168/mo.), 
FREE FARES: Children 11 and under ride free when accompanied by an adult; Blind commuter rail zone 1 or higher, and boat passes. 
Access CharlieCard holders ride free and if using a guide, the guide rides free. FREE FARES: Children 11 and under ride free when accompanied by an adult; Blind 
* Requires Student CharlieCard or Youth CharlieCard. Student CharlieCards are available Access CharlieCard holders ride free and if using a guide, the guide rides free. 
to students through participating middle schools and high schools. Youth CharlieCards * Requires Student CharlieCard or Youth CharlieCard. Student CharlieCards are available 
are available through community partners in the Boston metro area. Visit to students through participating middle schools and high schools. Youth CharlieCards 
www.mbta.com/youthpass for details. are available through community partners in the Boston metro area. Visit 
** Requires Senior/TAP CharlieCard, available to Medicare cardholders, seniors 65+, www.mbta.com/youthpass for details. 
and persons with disabilities. ple eno ey Cree ge Lae pe eg pe eg are a 





350 


Inbound 
Arrive 
Leave Burlington = Arrive 
Chestnut & Mall Alewife 
Cambridge Road Station 


7:38A 

8:18 

9:14 
10:17 
11:19 
12:21P 


12:46P 
1:46 
2:46 
3:46 
4:46 
5:46 
6:41 
7:35 
8:25 
9:15 
10:05 


1:25 
2:25 
3:21 
4:21 
5:20 
6:17 
7:10 
8:04 
8:54 
9:44 
10:34 





350 


Inbound 
Arrive 
Leave Burlington Arrive 
Chestnut & Mall Alewife 
Cambridge Road Station 
7:55A 8:24A 
9:20. assis 9:52 
10:50 ses 11:22 
12:20P 12:34P 1:06P 
1:15 1:29 2:00 
2:10 2:24 2:56 
3:05 3:19 3:53 
4:00 4:14 4:50 
4:55 5:09 5:42 
5:50 6:04 6:37 
6:50 7:04 7:35 





oo 12020 & Winter 
unday; 10/12/20 & 





Saturday 


Outbound 
Arrive 
Leave Burlington Arrive 
Alewife Mall Chestnut & 
Station Road Cambridge 


6:25A 
7:05 
7:45 
8:30 
9:30 
10:30 
11:30 


6:51A 
7:31 
8:11 
8:59 


7:05A 
7:45 
8:25 
9:18 
10:01 10:22 
11:01 11:22 
12:01P 12:21P 


12:30P 
1:30 
2:30 
3:30 
4:30 
5:30 
6:25 
7:15 
8:10 
9:00 
9:50 

10:40 


1:02 
2:02 
3:02 
4:01 
4:58 


1:22 
2:22 
3:22 
4:19 
5:16 
6:13 
7:08 
7:58 
8:52 
9:42 


Sunday 


Outbound 
Arrive 
Leave Burlington = Arrive 
Alewife Mall Chestnut & 
Station Road Cambridge 
7:05A 7:31A  7:49A 
8:30 8:57 9:16 
9:55 10:24 10:43 
11:25 11:54 12:13P 
12:20P 12:49P 1:08 
1:15 1:45 2:04 
2:10 2:38 2:57 
3:05 3:33 3:52 
4:00 4:28 4:47 
4:55 5:23 5:42 
5:50 6:18 6:37 
6:50... 7:26 
= Holidays 


11/11/20: 


leekda 
11/26/26. 95)2 12/25/20, & 1/1/21: Sun; 1/18/21 & 2/15/21: Sat 


NOTE: 
Route 351 Alewife service 
operates via Berth 8 


Route 351 may be 
limited or 
suspended. Visit 
mbta.com for latest 
updates. 


All buses are accessible to 
persons with disabilities 


b - Omits Northwest Park 


Route 350 
North Burlington- 
Alewife Station 


Route 351 
Bedford Woods Dr - 
Alewife Station 









Rapid 
Transit 


Bus + Rapid 
Transit 


$2.40 






PRICE PERTRIP LocalBus Bus + Bus 








CharlieCard 
CharlieTicket $2.00 $2.00 $2.90 $4.90*** 
Cash-on-Board $2.00 $4.00 $2.90 $4.90*** 
Student/Youth* $0.85 $0.85 $1.10 $1.10 
Senior/TAP** $1.10 
UNLIMITED TRIP PASSES 


1-Day $12.75 
7-Day $22.50 $22.50 $22.50 $22.50 
Monthly $55.00 $55.00 $90.00 $90.00 


Senior/TAP Monthly $30.00/month for unlimited travel on 
Local Bus and Rapid Transit 











$12.75 $12.75 $12.75 








VALID PASSES: LinkPass ($84.50/mo.); Student /Youth LinkPass* ($30/mo.) ; 
Senior/TAP LinkPass* ($30/mo.); and express bus, commuter rail, and boat 
passes. 


FREE FARES: Children 11 and under ride free when accompanied by an adult; 
Blind Access CharlieCard holders ride free: if using a guide, the guide rides free 


* Requires Student CharlieCard or Youth CharlieCard. Student CharlieCards 
are available to students through participating middle schools and high 
schools. Youth CharlieCards are available through community partners in 
the Boston metro area. Visit www.mbta.com/youthpass for details. 


** Requires Senior/TAP CharlieCard, available to Medicare cardholders, 
seniors 65+, and persons with disabilities. 


*** For Silver Line SL4 or SL5 pay $2.75. Also see “transfers.” 


TRANSFERS 

If paying with a CharlieTicket or CharlieCard, discounted transfers that are 
available are automatic — just use the same ticket or card throughout your 
trip. If paying with cash onboard a vehicle, free transfers are only allowed 
between rapid transit lines and inside paid platform areas at gated stations. 


SCHEDULES 

Schedules are available at the following stations: Park Street, Airport, Malden, 
Harvard, Haymarket (Green Line Level), Back Bay and Downtown Crossing (Orange 
Line Level) or see station personnel. Schedules also available at the Transportation 
Building (10 Park Plaza), 45 High St, and online at mbta.com. 


For real-time subway and bus tracking, download the Transit app on any 
smartphone. 


LOWELLLINE 


Massachusetts Bay Transportation Authority 
Rapid Transit/Key Bus Routes Map 
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Rapid Transit 


Effective August 30, 2020 





Silver Line 
Massachusetts Bay ma Ss. sDO T 
Transportation Authority massachusetts epartment of transportation 


Information 617-222-3200 e 1-800-392-6100 


(TTY) 617-222-5146 ¢ www.mbta.com 

















: Weekda Saturday Sunday 
Rapid Y 
Transit Line Off Last Arriving Last First Arriving Last 
Peak Peak Trip Every Trip Trip Every Trip 
Red Line 
Alewife 9 12-16 12:20 AM 12-16 12:20 AM 6:08AM 12-16 12:20 AM 
Braintree mins mins 12:17 AM mins 12:17 AM 6:00AM mins 12:17 AM 
Alewife 9 12-16 w 12:27 AM 12-16 w 12:27 AM 6:00AM 12-16 w 12:27 AM 
Ashmont mins mins w 12:30 AM mins w 12:30 AM 6:00AM mins w 12:30 AM 
“M” Ashmont 5 8-12 Day w 1:05 AM 8-12 Day w 1:05 AM 6:03AM 8-12 Day w 1:05 AM 
Mattapan mins 26 Late 12:53 AM 26 Early/Late 12:53 AM 5:51AM 26 Early/Late 12:53 AM 
Blue Line 
Wonderland 5 9-13 12:28 AM 9-13 12:28 AM 5:58AM 9-13 12:28 AM 
Orient Heights mins mins 12:33 AM mins 12:33 AM 6:03AM mins 12:33 AM 
Bowdoin w 1:00 AM w 1:00 AM 6:21AM w 1:00 AM 
Orange Line 
Oak Grove 6 9-11 w 12:30 AM 9-11 w 12:30 AM 6:00AM 9-11 w 12:30 AM 
: mins mins w 12:28 AM mins w 12:28 AM 6:00AM mins w 12:28 AM 
Forest Hills 
na* 
Green Line 5-6 7-9 12:10 AM 7-8 12:09 AM 5:20AM 9 12:10 AM 
B Boston College mins mins w 12:52 AM mins w 12:52 AM 6:12AM mins w 12:52 AM 
Park Street 
C Cleveland Circl 6-8 9-11 12:07 AM 9-10 12:10 AM 5:30AM 10 12:10 AM 
worth Seiten, . mins mins w 12:46 AM mins w 12:46 AM 6:06AM mins w 12:46 AM 
D Riverside 6 8-11 12:05 AM 8-9 12:02 AM 5:25AM 11-12 12:05 AM 
Government Ctr. mins mins w 12:49 AM mins w 12:49 AM 6:10AM mins w 12:49 AM 
E Lechmere ® 6-7 8-10 12:30 AM 10 12:30 AM 5:35AM 12 12:30 AM 
Heath Street mins mins 12:47 AM 3 mins 12:47 AM 3 6:15AM mins 12:47 AM3 
Silver Line 
SL1 Logan Airport 7-12 10-12 f 1:03 AM 5:48 AM 10-12 1:15 AM 5:50AM 10-12 f 1:12 AM 
South Station mins mins w 1:02 AM 5:45 AM mins w 12:59 AM 6:12AM mins w 1:00 AM 
SL2 Design Center 6 14-16 12:37 AM 6:03 AM 14-16 12:35 AM 6:51AM 14-16 12:51 AM 
South Station mins mins 12:50 AM 5:47 AM mins 12:45 AM 6:35AM mins 12:36 AM 
; 6-11 8-13 f 1:05 AM 5:30 AM 8-13 1:22 AM 6:26AM 8-13 f 1:25 AM 
SL3 Chelsea Station mins mins w 12:35 AM 4:56 AM mins w 12:55 AM 5:53AM mins w 12:55 AM 
South Station 
: 2 6-11 6-11 12:20 AM 5:23 AM 13-20 12:20 AM 6:02AM 13-20 12:20 AM 
Se Lee mins mins 12:37 AM 5:40 AM mins 12:40 AM 6:20AM mins 12:40 AM 
SL5 Nubian Station 11-14 13-20 12:51 AM 5:19 AM 6-11 12:43 AM 6:00AM 6-11 12:25 AM 
mins mins w 1:07 AM 5:34 AM mins w 1:00 AM 6:16AM mins w 12:47 AM 


Downtown Xing 


Peak Service: 
Weekdays 7 AM - 9 AM, 4 PM - 6:30 PM 


Green Line Notes: 


New and ongoing infrastucture projects may result 
in diversions on some branches at various times. 


See GL service changes at mbta.com/GLwork 
View service alerts at mbta.com/alerts 


* E trains start/end at North Station for Green Line 
Extension work — shuttles provided between North 
Station and Lechmere. 


More: mbta.com/GLEwork 


1 - The first two C train AM northbound trips run 
through to Lechmere Station on weekdays. 


2 - The first B and second C train AM northbound 
trips run through to Lechmere Station on weekends. 


3 - On weekdays the 12:27 AM trip (weekends the 
12:32 AM trip) from Heath St is the last connect- 
ing train to other lines downtown. The 12:37AM 
and 12:47AM trips (weekends the 12:47AM trip) 
from Heath St. runs in service to Lechmere with no 
guaranteed connections. 


4 - Early morning service from Lechmere to 
Riverside departs Lechmere at 5:00 AM. 


f - After exiting Ted Williams Tunnel bus will only 
service World Trade Center and South Station 
stops. 


w - Last trips wait at some stations, primarily in 
the Downtown area, for connecting service. 
Departure times are approximate. 


Fall 2020 & Winter 2021 Holidays 
oy (20: Sunday; tae ie 20: Weekday 
11/26/20, 12/25/20, & 1/1/21: Sun; 1/18/21 & 2/15/21: Sat 


MOTOR VEHICLE CRASH DATA 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4  UNSIGNALIZED: [ =~] —sSIGNALIzeD: __ [x | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Route 2 ST# | 


MINOR STREET(S): Route 16 ste | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 


Entering 
vouumes (em: [a7e0 | 1902 | 1685 == |i 








"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 67,598 | ADT = TOTAL VOL/"K" FACT. 
TOTAL # OF # OF AVERAGE # OF 47.60 
ACCIDENTS : YEARS : ACCIDENTS (A): : 
: (A * 1,000,000 ) 
CRASH RATE CALCULATION : 0.71 RATE = rss 


Comments: Accident Rate for District 4 signalized intersections = 0.73 





Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4  UNSIGNALIZED: [ __—«|—sSIGNALIzeD: __ [x | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Route 2 EB On/Off Ramps ST# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : | ee | owe | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 26,902 | ADT = TOTAL VOLI"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


1.00 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4  UNSIGNALIZED: [ ___—«|—sSIGNALIzeD: __ [x | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Route 2 EB On/Off Ramps ST# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : | ee | we | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT : 23,317 | ADT = TOTAL VOLI"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = rss 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


1.00 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4 __UNSIGNALIZED: SIGNALIZED: | | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Wlison Avenue ST# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION INTERSECTION 


DIAGRAM 571 REF # | 


(Label Approaches) 





APPROACH : 


DIRECTION : WwW Vehicles 


EB B 


"K" FACTOR: 0.082 APPROACH ADT: 16,732 | ADT = TOTAL VOL/"K" FACT. 








TOTAL # OF 2 # OF AVERAGE # OF 0.40 
ACCIDENTS : YEARS : ACCIDENTS (A): ; 
7 (A * 1,000,000 ) 
CRASH RATE CALCULATION : 0.07 RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 





Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4 __UNSIGNALIZED: SIGNALIZED: | | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S) : Littlejohn Street ste | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : | ee | owe | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [0.082 | 082 APPROACH ADT: 16,756 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


0.80 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4 _UNSIGNALIZED: SIGNALIZED: | | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Homestead Road ST# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : } ee | owe | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 16,561 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


0.20 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4 _ UNSIGNALIZED: SIGNALIZED: | | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Burch Street ST# | 


Alfred Road ST# L 
st# |_| 
st# |_| 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : } ee | we | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [0.082 | 082 APPROACH ADT : 16,829 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


0.60 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4 __UNSIGNALIZED: SIGNALIZED: | | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Margaret Street ST# | 


Lakehill Avenue ST# | 
st# L__] 
st# L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : | ee | we | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 17,500 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


1.40 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4 _UNSIGNALIZED: SIGNALIZED: | | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Minuteman Commuter Bikeway ST# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : | ee | owe | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 19,610 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


3.60 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4  UNSIGNALIZED: [ _—_—«|—sSIGNALIzED: __ [x | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Lake Street ST# | 


MINOR STREET(S): Brooks Avenue ST# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : } ee | we | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 17,280 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
. (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = rss 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


2.20 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


Massiaghway 


CRASH RATE WORKSHEET 


CITY/TOWN : Arlington COUNT DATE : 2020 MHD USE ONLY 
DISTRICT: 4  UNSIGNALIZED: [ =| —sSIGNALIzeD: _[x | Bi source #| 


~ INTERSECTION DATA ~ 
MAJOR STREET : Massachusetts Avenue ST# | 


MINOR STREET(S): Lake Street st# | 


ste L_] 
ste L__] 
ste L__] 


INTERSECTION 
DIAGRAM 
(Label Approaches) 


INTERSECTION 


REF # | 





APPROACH : Total 
Entering 
DIRECTION : | ee | we | Vehicles 


VOLUMES (PM) : 





"K" FACTOR: [ 0.082 | 082 APPROACH ADT: 30,476 | ADT = TOTAL VOL/"K" FACT. 


TOTAL # OF # OF AVERAGE # OF 
ACCIDENTS : YEARS : ACCIDENTS (A): 
: (A * 1,000,000 ) 
CRASH RATE CALCULATION : RATE = ras 


Comments: Accident Rate for District 4 signalized intersections = 0.73 


4.40 








Accident Rate for District 4 unsignalized intersections = 0.57 





S:\Jobs\8451\Crash Data\Crash Rates Worksheet.xlsx 


MassDOT Crash Report for Lake Street at Brooks Avenue in Arlington MA 2013-2017 






































Crash Number of Light Manner of Road Surface Vehicle Travel Directions Street Near Intersection 
Crash Date Crash Severity Time Vehicles Driver Contributing Circumstances (All Drivers) Conditions Collision Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Weather Conditions | Number Roadway Roadway 
Property damage only V1: Slowing or stopped in traffic / V2: Travelling straight BROOKS AVE / 
03/04/2013}(none injured) 4:47 PM 2 Daylight Rear-end Dry ahead V1:N /V2:N Clear LAKE ST 
D1: (No improper driving),(No improper driving) / D2: V1: Slowing or stopped in traffic / V2: Travelling straight BROOKS AVE / 
08/08/2013}Not Reported 6:18 PM 2|(Followed too closely),(Followed too closely) Daylight Rear-end Dry ahead V1: N /V2:N Clear/Clear LAKE ST 
Property damage only D1: (Followed too closely),(Other improper action) / D2: (No V1: Travelling straight ahead / V2: Slowing or stopped in LAKE ST. / BROOKS 
09/23/2013}(none injured) 9:18 AM 3}improper driving) / D3: (No improper driving) Daylight Rear-end Dry traffic / V3: Slowing or stopped in traffic V1:S /V2:S /V3:S Clear AVE. 
TOW] STECT, Tar 
Property damage only D1: (Followed too closely),(Disregarded traffic signs, signals, V1: Travelling straight ahead / V2: Slowing or stopped in (freezing rain or 
02/05/2014|(none injured) 2:26 PM 2{road markings) / D2: (No improper driving) Daylight Rear-end Snow traffic V1: N /V2:N drizzle) 64 LAKE ST. BROOKS AVENUE 
BROOKS AVE / 
02/18/2014|Not Reported 2:02 PM 2| D1: (No improper driving) / D2: (No improper driving) Daylight Angle Snow V1: Slowing or stopped in traffic / V2: Turning right V1: W /V2:N Snow LAKE STREET 
Property damage only D1: (Followed too closely),(Inattention) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped in 
03/19/2014}(none injured) 7:49 AM 2\driving) Daylight Rear-end Dry traffic V1:S /V2:S Clear 67 LAKE ST BROOKS AVENUE 
Property damage only D1: (No improper driving) / D2: (Followed too Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight LAKE ST. / BROOKS 
10/06/2014](none injured) 7:58 PM 2|closely),(Inattention) roadway Rear-end Dry ahead V1:N /V2:N Clear AVE. 
Property damage only Single vehicle BROOKS AVENUE / 
03/23/2015 }(none injured) 11:16 AM 1| D1: (Over-correcting/over-steering) Daylight crash Dry V1: Turning right V1:S Clear LAKE STREET 
Property damage only BROOKS AVE / 
09/05/2016 }(none injured) 5:23 PM 2| D1: (Inattention),(Other improper action) Daylight Rear-end Dry V1: Slowing or stopped in traffic / V2: Backing V1:E /V2:E Clear LAKE STREET 
Property damage only Dark - lighted BROOKS AVE / 
11/06/2017|(none injured) 5:13 PM 2 roadway Head-on Wet V1: Turning left / V2: Travelling straight ahead V1:N /V2:S Rain/Cloudy LAKE ST 
Sideswipe, same BROOKS AVENUE / 
11/08/2017] Not Reported 2:21 PM 1| D1: (Unknown) Daylight direction Dry V1: Travelling straight ahead V1:S Clear/Clear LAKE STREET 
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MassDOT Crash Report for Lake Street at Burch Street-Alfred Road in Arlington MA 2013-2017 

















03/27/2017 


Property damage only 
(none injured) 





9:20 AM 





D1: (Failure to keep in proper lane or running off 
2}road) / D2: (No improper driving) 





Daylight 


Sideswipe, same 
direction 





Wet 





V1: Overtaking/passing / V2: 
Travelling straight ahead 





Vi:N /V2:N 








Rain/Cloudy 


Crash | Number of Light Manner of Road Surface | Vehicle Actions Prior to Crash (All | Vehicle Travel Directions | Weather Street 
Crash Date Crash Severity Time Vehicles Driver Contributing Circumstances (All Drivers) | Conditions Collision Condition Vehicles) (All Vehicles) Conditions | Number Roadway 
Property damage only D1: (No improper driving) / D2: (Followed too V1: Slowing or stopped in traffic / 
07/25/2013](none injured) 7:24 AM 2|closely) Daylight Rear-end Dry V2: Travelling straight ahead Vi:S /V2:S Cloudy 102 LAKE ST 
D1: (Failed to yield right of way) / D2: (No V1: Turning left / V2: Slowing or BURCH ST / 
09/03/2013)|Not Reported 7:11 PM 2]improper driving) Dusk Angle Dry stopped in traffic V1:E /V2:W Clear LAKE ST 





BURCH STREET 


/ LAKE STREET 
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MassDOT Crash Report for Lake Street at Homestead Road in Arlington MA 2013-2017 











Crash | Number of Driver Contributing Light Manner of Road Surface | Vehicle Actions Prior to Crash | Vehicle Travel Directions | Weather Street 
Crash Date Crash Severity Time Vehicles Circumstances (All Drivers) | Conditions Collision Condition (All Vehicles) (All Vehicles) Conditions | Number Roadway 
Property damage only Sideswipe, same V1: Overtaking/passing / V2: HOMESTEAD ROAD / 
11/06/2017} (none injured) 2:41 PM 2 Daylight direction Wet Slowing or stopped in traffic Vi: N /V2:N Cloudy LAKE STREET 
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MassDOT Crash Report for Lake Street at Littlejohn Street in Arlington MA 2013-2017 








D1: (No improper driving) / 


Dark - lighted 


V1: Parked / V2: Travelling 


Crash | Number of Driver Contributing Light Manner of | Road Surface | Vehicle Actions Prior to Crash | Vehicle Travel Directions | Weather Street 
Crash Date Crash Severity Time Vehicles Circumstances (All Drivers) Conditions Collision Condition (All Vehicles) (All Vehicles) Conditions | Number Roadway 
Property damage only D1: (Unknown) / D2: V1: Travelling straight ahead / V2: LITTLE JOHN STREET / 
09/09/2014|(none injured) 7:39 AM 2|(Inattention) Daylight Angle Dry Turning left V1:S /V2:S Clear/Clear LAKE STREET 



























06/13/2015|Non-fatal injury D2: (Inattention) roadway straight ahead V1: Not Reported / V2: N LAKE STREET 
LAKE ST / LITTLEJOHN 
09/19/2015|Non-fatal injury 4:55 PM 1} D1: (No improper driving) Daylight Angle Dry V1: Turning left v1:S Clear ST 
Property damage only D1: (Inattention),(Failed to V1: Travelling straight ahead / V2: LAKE STREET / 
04/13/2016](none injured) 8:21 AM 2\yield right of way) Daylight Angle Dry Travelling straight ahead V1: W /V2:N Clear LITTLEJOHN STREET 
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MassDOT Crash Report for Lake Street at Margaret Street at Lakehill Avenue in Arlington MA 2013-2017 

































































Crash | Number of Light Manner of Road Surface Vehicle Travel Directions | Weather Street 
Crash Date Crash Severity Time Vehicles Driver Contributing Circumstances (All Drivers) Conditions Collision Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Conditions | Number Roadway 
Property damage only D1: (Inattention),(Followed too closely) / D2: (No improper LAKE ST / MARGARET 
04/25/2013 ](none injured) 8:22 AM 2} driving) Daylight Rear-end Wet V1: Turning right / V2: Slowing or stopped in traffic V1: N /V2:N Cloudy ST 
Property damage only Sideswipe, same V1: W / V2: Reported but LAKE ST / MARGARET 
05/04/2013 |(none injured) 8:55 AM 2} D1: (No improper driving) Daylight direction Dry V1: Travelling straight ahead / V2: Parked invalid Clear ST 
D1: (No improper driving) / D2: (Disregarded traffic signs, signals, |Dark - lighted 
05/09/2014 |Not Reported 9:47 PM 2}road markings), (Failed to yield right of way) roadway Angle Dry V1: Travelling straight ahead / V2: Entering traffic lane V1:N /V2:W Clear 81 LAKE ST 
Property damage only V1: Travelling straight ahead / V2: Travelling straight Cloudy/Sno LAKE ST / LAKEHILL 
02/10/2016 |(none injured) 18:37 AM 2 Daylight Angle Wet ahead V1: E /V2:N lw AVE. / MARGARET ST. 
LAKE ST / MARGARET 
09/01/2016 |Not Reported 4:08 PM 2 Daylight Head-on Dry V1: Turning left / V2: Travelling straight ahead V1:S /V2:N Cloudy ST 
Sideswipe, same LAKE ST / MARGARET 
08/08/2017 |Not Reported 6:18 PM 2. Daylight direction Dry V1: Turning left / V2: Travelling straight ahead V1: W /V2:W Clear ST 
V1: Travelling straight ahead / V2: Slowing or stopped in 
09/16/2017 |Non-fatal injury 11:24 AM 3 Daylight Rear-end Dry traffic / V3: Slowing or stopped in traffic V1:S /V2:S /V3:S Cloudy LAKEHILL AVE / LAKE ST 
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MassDOT Crash Report for Lake Street at Minuteman Commuter Bikeway in Arlington MA 2013-2017 

































































Crash | Number of | Driver Contributing Circumstances (All Light Road Surface Vehicle Travel Directions | Weather | Street Near Intersection 
Crash Date Crash Severity Time Vehicles Drivers) Conditions | Manner of Collision | Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Conditions | Number Roadway Roadway 
Property damage only 
08/23/2013 ](none injured) 11:04 AM 1] D1: (Failed to yield right of way) Daylight Pedestrian Dry V1: Travelling straight ahead V1:N Cloudy LAKE STREET MARGARET STREET 
Property damage only D1: (No improper driving),(No improper 
07/23/2014 |(none injured) 8:28 AM 1}driving) Daylight Angle Dry V1: Travelling straight ahead V1: N Clear/Clear |72 LAKE ST BIKE PATH 
Property damage only Not 
09/30/2014 |(none injured) 3:44 PM 1] D1: (No improper driving) Not reported |Pedestrian Not reported |V1: Slowing or stopped in traffic V1: S Reported LAKE STREET 
D1: (No improper driving),(No improper 
02/13/2015 |Not Reported 4:26 PM 1|driving) Daylight Pedestrian Snow V1: Slowing or stopped in traffic V1: 5 Clear/Clear / LAKE STREET 
Property damage only D1: (No improper driving) / D2: V1: Slowing or stopped in traffic / V2: Travelling 
10/04/2015 (none injured) 2:11 PM 2|(Followed too closely) Daylight Rear-end Dry straight ahead V1:S /V2:S Clear LAKE STREET 
Sideswipe, opposite LAKE STREET / MINUTEMAN 
05/11/2016 |Non-fatal injury 6:26 AM 1] D1: (No improper driving) Daylight direction Dry V1: Travelling straight ahead V1:N Clear COMMUTER BIKEWAY 
Property damage only D1: (Inattention),(Followed too closely) V1: Travelling straight ahead / V2: Slowing or stopped 
05/25/2016 |(none injured) 3:05 PM 2|/ D2: (No improper driving) Daylight Rear-end Dry in traffic V1:S /V2:S Clear 75 LAKE ST 
Property damage only V1: Slowing or stopped in traffic / V2: Travelling 
06/06/2016 |(none injured) 9:52 AM 3 Daylight Rear-end Dry straight ahead / V3: Travelling straight ahead V1:S /V2:S /V3:S Clear 74 LAKE ST 
Property damage only 
09/13/2016 |(none injured) 10:07 AM 2 Daylight Angle Dry V1: Backing / V2: Parked V1: W /V2:S Clear 68 LAKE ST 
01/25/2017 |Not Reported 11:52 AM 1 Daylight Bicyclist Dry V1: Travelling straight ahead V1: Clear / / LAKE STREET LAKEHILL AVENUE 
Property damage only Dark - lighted V1: Slowing or stopped in traffic / V2: Slowing or 
10/10/2017 |(none injured) 6:48 PM 3 roadway Rear-end Dry stopped in traffic / V3: Travelling straight ahead V1:S /V2:S /V3:S Clear LAKE STREET 
12/27/2016]Non-fatal injury 11:54 AM 1] D1: (No improper driving) Daylight Pedestrian Wet V1: Travelling straight ahead Vi: N Clear LAKE STREET MARGARET STREET| 
Property damage only D1: (No improper driving) / D2: (Failed V1: Travelling straight ahead / V2: Travelling straight 
08/24/2017 |(none injured) 7:27 AM 2|to yield right of way) Daylight Bicyclist Dry ahead V1: N /V2:Not Reported |Clear LAKE STREET 
Property damage only 
06/23/2014 |(none injured) 6:07 PM 1] D1: (No improper driving) Daylight Bicyclist Dry V1: Travelling straight ahead V1: S Clear LAKE STREET / BIKE PATH 
DITUTATTENTION, LUNRTIOWNT 7 DZ {INO 
improper driving) / D3: (No improper V1: Travelling straight ahead / V2: Slowing or stopped MINUTEMAN 
11/08/2014]Non-fatal injury 10:49 AM 3}driving) Daylight Rear-end Dry in traffic / V3: Slowing or stopped in traffic V1:S /V2:S /V3:S Clear 73 LAKE ST. TRAIL 
DITMAatrENtiony, (DIstracteay 7 DZ {NO 
Property damage only improper driving) / D3: (No improper V1: Travelling straight ahead / V2: Slowing or stopped MINUTEMAN 
10/29/2016 |(none injured) 2:40 PM 3}driving) Daylight Rear-end Dry in traffic / V3: Slowing or stopped in traffic V1:S /V2:S /V3:S Clear 71 LAKE ST TRAIL BIKE PATH 
D1: (Distracted) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped 
10/22/2014]Non-fatal injury 12:51 PM 2|driving),(No improper driving) Daylight Rear-end Wet in traffic V1:S /V2:S Rain/Cloudy |71 LAKE STREET 
D1: (Operating defective equipment) / V1: Slowing or stopped in traffic / V2: Travelling 
09/15/2015 |Not Reported 3:55 PM 2}D2: (No improper driving) Daylight Rear-end Dry straight ahead V1:S /V2:S Clear 71 LAKE ST 
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MassDOT Crash Report for Lake Street at Route 2 EB On-Off Ramps in Arlington MA 2013-2017 























Crash | Number of | Driver Contributing Circumstances Light Manner of Road Surface Vehicle Actions Prior to Crash (All Vehicle Travel Directions Weather Near Intersection 
Crash Date | Crash Severity Time Vehicles (All Drivers) Conditions Collision Condition Vehicles) (All Vehicles) Conditions Street Number Roadway Roadway 
Property damage D1: (Failure to keep in proper lane or Dark - lighted LAKE STREET / RAMP-RT 2 
01/28/2014]only (none injured) |1:00 AM 1 [running off road) roadway Single vehicle crash [Dry V1: Travelling straight ahead V1: W Clear EB/ACORN PARK RD TO LAKE ST 
Property damage RAMP-RT 2 EB/ACORN PARK RD 
02/06/2014]only (none injured) [10:46 AM 1] D1: (Other improper action) Daylight Single vehicle crash [Snow V1: Turning right V1: € Snow ITO LAKE ST 
Property damage D1: (Inattention) / D2: (No improper 
08/01/2014|only (none injured) |9:10 AM 2|driving) Daylight Angle Dry V1: Turning left / V2: Turning right V1: € /V2:N Clear RAMP-LAKE STREET TO RT 2 EB LAKE STREET 
Property damage D1: (Failed to yield right of way) / D2: (No Sideswipe, same V1: Travelling straight ahead / V2: Travelling LAKE STREET / RAMP-LAKE ST TO 
11/23/2017|only (none injured) [10:18 AM 2|improper driving) Daylight direction Dry straight ahead V1: N /V2:N Clear/Clear RT2EB/ 
Property damage Dark - lighted RAMP-LAKE ST TO RT 2 
12/23/2017|only (none injured) [4:51 AM 1| D1: (Driving too fast for conditions) roadway Single vehicle crash [Ice V1: Travelling straight ahead V1: N Not Reported LAKE STREET EB 
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MassDOT Crash Report for Lake Street at Route 2 WB On-Off Ramps in Arlington MA 2013-2017 






























































Crash | Number of Light Manner of Road Surface | Vehicle Actions Prior to Crash (All | Vehicle Travel Directions | Weather | Street Near Intersection 
Crash Date Crash Severity Time Vehicles Driver Contributing Circumstances (All Drivers) Con Collision Condition Vehicles) (All Vehicles) Conditions | Number Roadway Roadway 
D1: (No improper driving) / D2: (Disregarded traffic signs, signals, road V1: Travelling straight ahead / V2: |V1: Not Reported / V2: Not LAKE STREET / RAMP-LAKE ST TO RT 2 
03/11/2013|/Not Reported 8:05 AM 2|markings) Daylight Not reported Dry Travelling straight ahead Reported Clear WB / LAKE ST 
Property damage D1: (Operating vehicle in erratic, reckless, careless, negligent or aggressive |Dark - lighted |Single vehicle 
11/03/2013] only (none injured) 1:47 AM 1}manner),(Disregarded traffic signs, signals, road markings) roadway crash Wet V1: Travelling straight ahead V1: W Clear/Clear |200 LAKE ST 
Sideswipe, same V1: Entering traffic lane / V2: 
10/15/2015] Not Reported 7:08 PM 2| D1: (No improper driving) Daylight direction Dry Entering traffic lane Vi: N /V2:N Clear CONCORD TURNPIKE / LAKE STREET 
V1: Slowing or stopped in traffic / RAMP 2 WB TO 
07/12/2016|Non-fatal injury 5:51 PM 2 Daylight Rear-end Dry V2: Travelling straight ahead Va:N /V2:N Clear LAKE STREET Rte 2 E LAKE STREET 
Sideswipe, same LAKE STREET / RAMP-RT 2 WB TO LAKE 
06/02/2017|Non-fatal injury 12:52 PM 1 Daylight direction Dry V1: Travelling straight ahead V1: N Clear IST / RAMP-LAKE ST TO RT 2 WB 
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MassDOT Crash Report for Lake Street at Wilson Avenue in Arlington MA 2013-2017 


Number of Driver Contributing Light Manner of | Road Surface | Vehicle Actions Prior to | Vehicle Travel Directions | Weather | Street 
Crash Date Crash Severity Vehicles Circumstances (All Drivers) | Conditions | Collision Condition Crash (All Vehicles) (All Vehicles) Conditions | Number} Roadway 


Property damage V1: Travelling straight 
08/12/2014]only (none injured) 2] D1: (Unknown) Daylight Rear-end  |Dry ahead / V2: Parked Cloudy 181 LAKE ST 
Property damage D1: (No improper driving) / D2: V1: Turning left / V2: LAKE ST / 
05/01/2015]only (none injured) 2|(Made an improper turn) Daylight Angle Dry Overtaking/passing V1:E /V2:N Clear WILSON AVE 
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MassDOT Crash Report for Massachusetts Avenue at Lake Street in Arlington MA 2013-2017 































































































Crash | Number of Light Road Surface Vehicle Travel Directions | Weather | Street Near Intersection 
Crash Date Crash Severity Time Vehicles Driver Contributing Circumstances (All Drivers) Conditions | Manner of Collision} Condition Vehicle Actions Prior to Crash (All Vehicles) {All Vehicles) Conditions | Number Roadway Roadway 
Property damage LAKE ST / MASSACHUSETTS 
03/02/2013]only (none injured) _|5:16 PM 1| D1: (No improper driving) Daylight Angle Dry V1: Turning right V4: $ Cloudy |AVENUE 
Property damage Sideswipe, same 
05/22/2013}only (none injured) [1:01 PM 1] D1: (No improper driving) Daylight direction Dry V1: Travelling straight ahead V1:E Clear 204 MASS AVE LAKE STREET 
Property damage V1: Slowing or stopped in traffic / V2: Travelling LAKE ST / MASSACHUSETTS 
04/24/2013]only (none injured) _|6:54 AM 2| D1: (No improper driving) / D2: (Followed too closely) Daylight Rear-end Wet straight ahead V1:E /V2:E Cloudy AVENUE 
Property damage Sideswipe, same V1: Slowing or stopped in traffic / V2: Travelling LAKE ST / MASSACHUSETTS 
01/15/2014]only (none injured) 5:55 PM 2| D1: (No improper driving) Daylight direction Dry straight ahead V1:E /V2:E Clear AVENUE 
D1: (No improper driving) / D2: (No improper driving) / D3: (Other improper V1: Slowing or stopped in traffic / V2: Slowing or 
07/02/2014|Not Reported 6:47 PM 3}action) Dusk Rear-end Dry stopped in traffic / V3: Travelling straight ahead Vi: W_/V2:W /V3:W Cloudy 204 MASSACHUSETTS AVENUE LAKE STREET 
Property damage Dark - lighted LAKE ST / MASSACHUSETTS 
11/20/2014|only (none injured) _|6:07 PM 1| D1: (No improper driving) roadway Angle Dry V1: Travelling straight ahead V4: S Clear AVENUE 
Property damage Cloudy/Clou 
01/11/2015]only (none injured) _|2:29 PM 2| D1: (Made an improper turn) / D2: (No improper driving) Daylight Angle Dry V1: Making U-turn / V2: Travelling straight ahead V1:S /V2:Not Reported |dy 191 MASSACHUSETTS AVENUE 
Property damage Sideswipe, same V1: Travelling straight ahead / V2: Travelling straight LAKE ST / MASSACHUSETTS 
04/15/2015]only (none injured) _|3:44 PM 2| D1: (No improper driving) / D2: (No improper driving) Daylight direction Dry ahead Va:N /V2:N Cloudy AVENUE 
D1: (No improper driving),(No improper driving) / D2: (No improper Sideswipe, same 
04/29/2015|Not Reported 8:29 AM 2{driving),(No improper driving) Daylight direction Dry V1: Turning right / V2: Travelling straight ahead V1: /V2:E Clear/Clear [204 MASSACHUSETTS AVENUE 
Property damage D1: (No improper driving) / D2: (Followed too closely), (Operating vehicle in V1: Slowing or stopped in traffic / V2: Travelling MASSACHUSETTS AVENUE / 
05/01/2015]only (none injured) 5:54 AM 2lerratic, reckless, careless, negligent or aggressive manner) Daylight Rear-end Dry straight ahead V1:E /V2:E Clear LAKE ST 
Property damage Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling LAKE ST / MASSACHUSETTS 
05/24/2015]only (none injured) _|10:02 PM 2| D1: (No improper driving) / D2: (inattention) roadway Rear-end Dry straight ahead va: W /V2: W Clear AVENUE 
LAKE ST / MASSACHUSETTS 
06/05/2015] Not Reported 2:28 PM 2| D1: (No improper driving),(No improper driving) / D2: (Illness) Daylight Rear-end Dry V1: Parked / V2: Travelling straight ahead va: W / V2: W Clear/Clear AVENUE 
D1: (No improper driving) / D2: (Failure to keep in proper lane or running off Sideswipe, opposite V1: Slowing or stopped in traffic / V2: Travelling LAKE ST / MASSACHUSETTS 
08/07/2015] Non-fatal injury 4:56 PM 2|road),(IIIness) Daylight direction Dry straight ahead Va: W /V2:E Clear AVENUE 
D1: (No improper driving),(No improper driving) / D2: (No improper Cloudy/Clou LAKE ST / MASSACHUSETTS 
11/19/2015|Not Reported 3:35 PM 2|driving),(No improper driving) Daylight Angle Dry V1: Slowing or stopped in traffic / V2: Backing Vi: W /V2:W dy AVENUE Rte 185 W 
Dark - lighted |Sideswipe, same LAKE STREET / 
12/10/2015|Not Reported 6:27 AM 2] D1: (Unknown) / D2: (Unknown) roadway direction Dry V1: Turning right / V2: Turning right V1: /V2:E Clear MASSACHUSETTS AVENUE 
Property damage V1: Travelling straight ahead / V2: Slowing or stopped MASSACHUSETTS 
01/17/2016]only (none injured) _|2:51 PM 2| D1: (Inattention),(Other improper action) / D2: (No improper driving) Daylight Rear-end Dry in traffic Va:N /V2:N Cloudy Py LAKE ST. AVENUE Rte 3A 2 
Property damage LAKE ST / MASSACHUSETTS 
09/13/2016]only (none injured) _|12:09 PM 1 Daylight Single vehicle crash _|Dry V1: Travelling straight ahead V4:$ Clear JAVENUE 
Property damage Sideswipe, same MASSACHUSETTS AVENUE 
06/03/2017}only (none injured) [1:12 PM 1] D1: (No improper driving) Daylight direction Dry V1: Travelling straight ahead V1: W Cloudy Rte 2A W LAKE STREET 
Property damage Sideswipe, same 
07/08/2017}only (none injured) [12:11 PM 2 Daylight direction Dry V1: Travelling straight ahead / V2: Backing V1: € /V2:E Clear/Clear [204 MASSACHUSETTS AVENUE 
Property damage Sideswipe, same 
10/26/2017]only (none injured) _|9:42 AM 2 Daylight direction Wet V1: Travelling straight ahead / V2: Parked V1: E /V2:E Cloudy/Rain |204 MASSACHUSETTS AVENUE 
Property damage D1: (No improper driving) / D2: (Made an improper turn),(Failure to keep in Sideswipe, same LAKE STREET / 
11/27/2017|only (none injured) _|12:07 PM 2|proper lane or running off road) Daylight direction Dry V1: Turning right / V2: Leaving traffic lane Vi:S /V2:E Clear MASSACHUSETTS AVENUE 
Property damage Sideswipe, same V1: Travelling straight ahead / V2: Travelling straight MASSACHUSETTS AVENUE 
06/03/2017}only (none injured) [1:12 PM 2] D1: (No improper driving) Daylight direction Dry jahead V1: W /V2:E Cloudy Rte 3 W / LAKE STREET 
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MassDOT Crash Report for Route 2 at Route 16 in Arlington MA 2013-2017 



















































































Crash Crash_ | Number of Light Manner of | Road Surface Vehicle Travel Directions | Weather Street Near Intersection 
Crash Date Severity Time Vehicles | Driver Contributing Circumstances (All Drivers) | Conditions | Collision Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Conditions | Number Roadway Roadway 
Property 
damage only D1: (Disregarded traffic signs, signals, road markings) ALEWIFE BROOK 
01/23/2013}(none injured) [1:20 PM 2|/ D2: (No improper driving) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N / V2: W. (Cloudy CONCORD TURNPIKE Rte 2 W PARKWAY Rte 3A S 
Property 
damage only D1: (No improper driving) / D2: (Followed too CONCORD TURNPIKE 
08/03/2013}(none injured) [5:30 PM 2|closely) Daylight Rear-end Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: E /V2:E Clear CONCORD TURNPIKE Rte 2 E Rte 2E 
V1: Slowing or stopped in traffic / V2: Travelling straight CONCORD TURNPIKE 
09/21/2013}Non-fatal injury |11:57 AM 2] D1: (No improper driving) / D2: (Inattention) Daylight Rear-end Dry ahead WV1:E /V2:E Clear CONCORD TURNPIKE Rte 2 E Rte 2E 
Property 
damage only D1: (Disregarded traffic signs, signals, road markings) V1: Travelling straight ahead / V2: Slowing or stopped in CONCORD TURNPIKE 
03/24/2014|(none injured) [1:37 PM 2|/ D2: (No improper driving) Daylight Rear-end Dry traffic V1: W / V2: W (Cloudy ALEWIFE BROOK PARKWAY Rte 2 E Rte 2 W 
Property 
damage only D1: (Disregarded traffic signs, signals, road markings) ALEWIFE STATION ACCESS ROAD / 
08/09/2014|(none injured) |7:31 AM 2|/ D2: (No improper driving) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N_/ V2: W. Clear |ALEWIFE BROOK PARKWAY Rte US3 N 
CONCORD TURNPIKE Rte SR2 W / 
D1: (No improper driving) / D2: (Disregarded traffic CONCORD TURNPIKE Rte SR2 W / 
10/06/2014|Non-fatal injury {2:51 PM 2|signs, signals, road markings) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead |V1: W /V2:S Clear |ALEWIFE BROOK PARKWAY 
Property 
damage only D1: (No improper driving) / D2: (Followed too Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight CONCORD TURNPIKE 
10/15/2014|(none injured) [11:20 PM 2|closely) roadway Rear-end Wet ahead V1: W / V2: W Rain ALEWIFE BROOK PARKWAY Rte 2 W 
Dark - 
D1: (Followed too closely) / D2: (No improper roadway not V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK 
10/23/2014|Non-fatal injury |6:55 PM 3}driving) / D3: (No improper driving) lighted Rear-end Dry traffic / V3: Slowing or stopped in traffic V1: E /V2:E /V3:E Clear CONCORD TURNPIKE Rte 2 E PARKWAY Rte 3A S 
D1: (Followed too closely) / D2: (No improper ALEWIFE BROOK PARKWAY Rte 
03/19/2015|Non-fatal injury |8:44 AM 2|driving) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead |V1:S /V2:N Clear UNKNOW CONCORD TURNPIKE 
Property 
damage only Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK 
04/08/2015|(none injured) |7:34 PM 2] D1: (No improper driving) / D2: (Inattention) roadway Rear-end Dry ahead V1: W / V2: W Clear CONCORD TURNPIKE Rte 2 W. PARKWAY Rte 3 
Property 
damage only D1: (No improper driving) / D2: (Followed too Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK 
07/22/2015|(none injured) |1:00 AM 2|closely) roadway Rear-end Dry ahead V1: W / V2: W Clear Rte2E PARKWAY 
Property Sideswipe, 
damage only D1: (No improper driving) / D2: (Failed to yield right same ALEWIFE BROOK PARKWAY / CONCORD 
09/09/2015|(none injured) [3:35 PM 2]of way) Daylight direction Dry V1: Travelling straight ahead / V2: Turning left V1:S /V2:S Clear TURNPIKE 
Property 
damage only D1: (Followed too closely) / D2: (No improper 
09/26/2015|(none injured) [10:55 AM 2|driving) Daylight Rear-end Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: E_/V2:E Clear CONCORD TURNPIKE Rte 2 E 
ALEWIFE BROOK PARKWAY Rte ALEWIFE LOOP 
10/08/2015|Non-fatal injury {10:23 AM 2 Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N / V2: W Clear UNKNOW DRIVEWAY 
Property CONCORD TURNPIKE Rte SR2E / 
damage only D1: (Followed too closely) / D2: (No improper V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK PARKWAY Rte SR3A / 
10/29/2015|(none injured) {3:40 PM 2|driving) Daylight Rear-end Dry ahead V1:S /V2:S Clear |ALEWIFE STATION ACCESS ROAD 
D1: (Other improper action) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK 
01/11/2016}Non-fatal injury |12:06 PM 3}driving) / D3: (No improper driving) Daylight Rear-end Dry traffic / V3: Slowing or stopped in traffic V1: E /V2:E /V3:E Clear CONCORD TURNPIKE Rte 2 E PARKWAY Rte 3 
Property 
damage only V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK PARKWAY Rte US3 S / 
01/11/2016|(none injured) |8:12 AM 3] D1: (Inattention) / D2: (No improper driving) Daylight Rear-end Dry traffic / V3: Slowing or stopped in traffic V1: E /V2:E /V3:E Clear CONCORD TURNPIKE Rte SR2 E 
Property 
damage only Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight 
01/13/2016}(none injured) |9:42 PM 2| D2: (Physical impairment) roadway Rear-end Dry ahead V1: Not Reported / V2: N Clear ALEWIFE BROOK PARKWAY 
Property Sideswipe, 
damage only D1: (No improper driving) / D2: (Other improper same 
01/26/2016|(none injured) |7:52 AM 2|action) Daylight direction Dry V1: Travelling straight ahead / V2: Changing lanes V1: E /V2:E Clear ALEWIFE BROOK PARKWAY CONCORD TURNPIKE 
Property 
damage only D1: (Disregarded traffic signs, signals, road markings) ALEWIFE BROOK PARKWAY / CONCORD 
04/01/2016}(none injured) [6:43 PM 2|/ D2: (No improper driving) Dusk Angle Dry V1: Turning right / V2: Travelling straight ahead V1: N /V2:W Clear TURNPIKE / 
Property 
damage only Dark - lighted |Single ALEWIFE BROOK 
05/03/2016|(none injured) |1:38 AM 1] D1: (Made an improper turn) roadway vehicle crash |Dry V1: Not reported V1: N Clear Rte 2W PARKWAY 
Property 
damage only ALEWIFE STATION ACCESS ROAD / 
06/15/2016|(none injured) [7:18 PM 2] D1: (No improper driving) / D2: Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead ]V1: W_/V2:S Clear |ALEWIFE BROOK PARKWAY Rte US3 N 
V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK PARKWAY Rte WHITTEMORE 
07/29/2016|Non-fatal injury |1:42 PM 2] D1: (No improper driving) / D2: (Inattention) Daylight Rear-end Dry ahead V1:S /V2:S Clear UNKNOW AVENUE 
D1: (Disregarded traffic signs, signals, road markings) ALEWIFE BROOK PARKWAY / ALEWIFE 
09/01/2016|Non-fatal injury |7:44 AM 2|/ D2: (No improper driving) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N / V2: W Clear LOOP DRIVEWAY 
Property Sideswipe, 
damage only same ALEWIFE BROOK PARKWAY / CONCORD 
10/11/2016](none injured) [11:06 AM 2: Daylight direction Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N /V2:N Clear TURNPIKE 
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MassDOT Crash Report for Route 2 at Route 16 in Arlington MA 2013-2017 




























































































Crash Crash_ | Number of Light Manner of | Road Surface Vehicle Travel Directions | Weather Street Near Intersection 
Crash Date Severity Time Vehicles | Driver Contributing Circumstances (All Drivers) | Conditions | Collision Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Conditions | Number Roadway Roadway 
Property 
damage only D1: (No improper driving) / D2: (Followed too V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK 
10/17/2016|(none injured) |8:01 AM 2|closely) Daylight Rear-end Dry ahead V1: W / V2: W (Cloudy CONCORD TURNPIKE Rte 2 W. PARKWAY 
Property 
damage only V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE STATION 
11/02/2016|(none injured) {1:35 PM 2] D1: (Inattention) / D2: (No improper driving) Daylight Rear-end Dry traffic V1: N /V2:N Clear ALEWIFE BROOK PARKWAY ACCESS ROAD. 
Property 
damage only D1: (Failed to yield right of way) / D2: (No improper |Dark - lighted ALEWIFE BROOK PARKWAY Rte WHITTEMORE 
11/29/2016](none injured) [4:25 PM 2] driving) roadway Angle Wet V1: Entering traffic lane / V2: Travelling straight ahead V1: W_/V2:N Cloudy/Rain UNKNOW, AVENUE 
Sideswipe, 
same 
12/09/2016|Non-fatal injury |8:07 AM 2] D1: (No improper driving) / D2: (Inattention) Daylight direction Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: E /V2:E Clear ALEWIFE BROOK PARKWAY Rte 2 E CONCORD TURNPIKE 
Property 
damage only D1: (No improper driving) / D2: (Disregarded traffic ALEWIFE BROOK PARKWAY / ALEWIFE 
12/17/2016]|(none injured) {1:10 PM 2]signs, signals, road markings) Daylight Angle Wet V1: Travelling straight ahead / V2: Travelling straight ahead |V1: W_/V2:N Cloudy LOOP DRIVEWAY / 
Property 
damage only V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK PARKWAY / CONCORD 
01/15/2017|(none injured) |8:42 AM 2| D1: (No improper driving) Daylight Rear-end Dry ahead V1: W / V2: W Clear TURNPIKE 
Property 
damage only Dark - lighted Single CONCORD TURNPIKE / ALEWIFE BROOK 
03/11/2017|(none injured) |1:36 AM 1] D1: (Over-correcting/over-steering) roadway vehicle crash |Snow V1: Slowing or stopped in traffic V1: E Snow PARKWAY 
D1: (Followed too closely) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped in CONCORD TURNPIKE 
08/11/2017}Non-fatal injury [3:52 PM 3}driving) / D3: (No improper driving) Daylight Rear-end Dry traffic / V3: Slowing or stopped in traffic V1: E /V2:E /V3:E Clear ALEWIFE BROOK PARKWAY Rte 3 S Rte 2 W. 
Property 
damage only D1: (No improper driving) / D2: (No improper V1: Slowing or stopped in traffic / V2: Slowing or stopped 
09/06/2017}(none injured) [6:10 PM 3]driving) / D3: (No improper driving) Daylight Rear-end Dry in traffic / V3: Travelling straight ahead V1:E /V2:E /V3:E Clear CONCORD TURNPIKE Rte 2 E CONCORD TURNPIKE 
Property 
damage only V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK 
10/30/2017|(none injured) |4:13 PM 2] D1: (No improper driving) / D2: (Inattention) Daylight Rear-end Dry ahead V1: E /V2:E Clear CONCORD TURNPIKE Rte 2 E PARKWAY Rte 3A S 
Property ALEWIFE BROOK PARKWAY Rte SR3A S / 
damage only D1: (Followed too closely) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK PARKWAY Rte SR16 E / 
09/27/2017}(none injured) |10:28 AM 3}driving) / D3: (No improper driving) Daylight Rear-end Dry traffic / V3: Slowing or stopped in traffic V1: N /V2:N /V3:N Clear WHITTEMORE AVENUE 
Property Sideswipe, 
damage only D1: (Physical impairment) / D2: (No improper Dark - lighted |same V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK PARKWAY / CONCORD 
03/11/2016|(none injured) |2:16 AM 2|driving) roadway direction Wet traffic V1: E /V2:E Not Reported TURNPIKE 
Property D1: (No improper driving) / D2: (Operating vehicle 
damage only in erratic, reckless, careless, negligent or aggressive |Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight 
12/18/2015|(none injured) [8:46 PM 2|manner) roadway Rear-end Dry ahead V1: N /V2:S Clear ALEWIFE BROOK PARKWAY CONCORD TURNPIKE 
Property 
damage only D1: (No improper driving) / D2: (Followed too Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK PARKWAY Rte 
10/29/2015|(none injured) [8:30 PM 2|closely) roadway Rear-end Dry ahead V1: W / V2: W Clear UNKNOW W CONCORD TURNPIKE 
CONCORD TURNPIKE Rte SR2E / 
11/02/2015|Non-fatal injury {3:33 PM 1] D1: (No improper driving) Daylight Rear-end Dry V1: Slowing or stopped in traffic V1: E Clear |ALEWIFE BROOK PARKWAY Rte SR3A. 
Property 
damage only Dark - lighted 
09/01/2015}(none injured) |10:50 PM 2| D1: (Inattention) roadway Rear-end Dry V1: Travelling straight ahead / V2: Not reported V1: E / V2: Not Reported Clear Rte 16 CONCORD TURNPIKE 
Property RAMP-RT 2 EB TO 
damage only D1: (No improper driving) / D2: (Other improper V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE STA/ACORN 
07/14/2015|(none injured) [5:24 PM 2{action) Daylight Rear-end Dry ahead V1: E /V2:E Clear CONCORD TURNPIKE Rte 2 E PARK D. 
D1: (No improper driving) / D2: (No improper V1: Slowing or stopped in traffic / V2: Slowing or stopped ALEWIFE BROOK 
07/18/2015|Non-fatal injury |12:24 PM 3}driving) / D3: (Other improper action) Daylight Rear-end Wet in traffic / V3: Travelling straight ahead V1: E /V2:E /V3:E Cloudy CONCORD TURNPIKE Rte 2 E PARKWAY 
CONCORD TURNPIKE Rte SR2E / 
D1: (No improper driving) / D2: (Followed too V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK PARKWAY Rte SR3 / 
07/05/2015|Non-fatal injury |4:56 PM 2|closely) Daylight Rear-end Dry jahead V1: E /V2:E Clear |ALEWIFE STATION ACCESS ROAD 
Property 
damage only D1: (Operating defective equipment) / D2: (No V1: Slowing or stopped in traffic / V2: Slowing or stopped ALEWIFE BROOK PARKWAY Rte SR3A S$ / 
06/15/2015}(none injured) [11:18 AM 3}improper driving) / D3: (Other improper action) Daylight Rear-end Dry in traffic / V3: Travelling straight ahead V1: E /V2:E /V3:E Clear CONCORD TURNPIKE Rte SR2 E 
Property CONCORD TURNPIKE / CONCORD 
damage only D1: (No improper driving) / D2: (Other improper V1: Slowing or stopped in traffic / V2: Travelling straight TURNPIKE Rte SR2 E / ALEWIFE BROOK 
06/09/2015}(none injured) [6:15 PM 2|action) Daylight Rear-end Dry ahead V1: E /V2:E Clear PARKWAY 
Property 
damage only V1: Slowing or stopped in traffic / V2: Travelling straight CONCORD TURNPIKE Rte SR2 W / 
05/20/2015}(none injured) [10:50 AM 2] D1: (No improper driving) / D2: (Inattention) Daylight Rear-end Dry ahead V1: W / V2: W Clear |ALEWIFE BROOK PARKWAY 
D1: (No improper driving) / D2: (No improper V1: Slowing or stopped in traffic / V2: Slowing or stopped 
driving) / D3: (No improper driving) / D4: (No in traffic / V3: Slowing or stopped in traffic / V4: Slowing or |V1: E /V2:E /V3:E /V4:E /| ALEWIFE BROOK 
04/15/2015|Non-fatal injury [3:27 PM 5}improper driving) / D5: (Other improper action) Daylight Rear-end Dry stopped in traffic / V5: Changing lanes V5: E Clear CONCORD TURNPIKE Rte 2 E PARKWAY 
Property 
damage only D1: (No improper driving) / D2: (Disregarded traffic ALEWIFE BROOK PARKWAY Rte US3 N / 
04/07/2015}(none injured) [1:50PM 2|signs, signals, road markings) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N / V2: W Not Reported |ALEWIFE STATION ACCESS ROAD 
Property 
damage only D1: (No improper driving) / D2: (Disregarded traffic ALEWIFE STATION ACCESS ROAD / 
03/17/2015}(none injured) [4:45 PM 2|signs, signals, road markings) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead |V1: W_/V2:N Clear |ALEWIFE BROOK PARKWAY Rte US3 N 
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MassDOT Crash Report for Route 2 at Route 16 in Arlington MA 2013-2017 



















































































Crash Crash_ | Number of Light Manner of | Road Surface Vehicle Travel Directions | Weather Street Near Intersection 
Crash Date Severity Time Vehicles | Driver Contributing Circumstances (All Drivers) | Conditions | Collision Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Conditions | Number Roadway Roadway 
Property 
damage only D1: (Failure to keep in proper lane or running off Single ALEWIFE BROOK PARKWAY Rte ALEWIFE LOOP 
02/05/2015|(none injured) |9:20 AM 1}road) Daylight vehicle crash |Wet V1: Travelling straight ahead V1: N Snow UNKNOW DRIVEWAY 
Property 
damage only V1: Travelling straight ahead / V2: Slowing or stopped in 
01/28/2015}(none injured) |4:20 PM 2] D1: (Inattention) / D2: (No improper driving) Daylight Rear-end Snow traffic V1: N /V2:N Cloudy ALEWIFE BROOK PARKWAY Rte 16 E 
Property 
damage only D1: (No improper driving) / D2: (Disregarded traffic ALEWIFE BROOK PARKWAY Rte ALEWIFE LOOP 
01/09/2015](none injured) |12:17 PM 2|signs, signals, road markings) Daylight Angle Wet V1: Travelling straight ahead / V2: Travelling straight ahead |V1: W_/V2:N Clear UNKNOW DRIVEWAY 
Property Sideswipe, ALEWIFE BROOK PARKWAY Rte SR16 E / 
damage only same ALEWIFE BROOK PARKWAY Rte SR2 E / 
10/08/2014|(none injured) {6:22 PM 2| Dusk direction Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: W_/ V2: W Clear CONCORD TURNPIKE Rte SR2 W. 
Property 
damage only D1: (No improper driving) / D2: (Made an improper ALEWIFE BROOK 
09/10/2014|(none injured) [10:24 AM 2{turn) Daylight Angle Dry V1: Travelling straight ahead / V2: Turning left V1: W_/V2:S Clear CONCORD TURNPIKE Rte 2 W PARKWAY 
Property 
damage only D1: (Followed too closely) / D2: (No improper V1: Slowing or stopped in traffic / V2: Slowing or stopped ALEWIFE BROOK 
09/08/2014|(none injured) [3:58 PM 2|driving) Daylight Rear-end Dry in traffic V1: W / V2: W Clear CONCORD TURNPIKE Rte 2 W. PARKWAY 
Property 
damage only D1: (Followed too closely) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK PARKWAY Rte 
07/22/2014|(none injured) [11:02 AM 2|driving) Daylight Rear-end Dry traffic Vi: W_/ V2: W Not Reported UNKNOW CONCORD TURNPIKE 
D1: (Disregarded traffic signs, signals, road markings) | Dark - lighted ALEWIFE STATION ACCESS ROAD / 
07/10/2014|Non-fatal injury |11:24 PM 2|/ D2: (No improper driving) roadway Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: W /V2:N Clear |ALEWIFE BROOK PARKWAY Rte US3 N 
Property ALEWIFE BROOK PARKWAY Rte US3 S / 
damage only D1: (Disregarded traffic signs, signals, road markings) |Dark - lighted CONCORD TURNPIKE Rte SR2 W / 
06/18/2014|(none injured) [12:45 AM 2|/ D2: (No improper driving) roadway Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead |V1: W_/V2:N Clear |ALEWIFE STATION ACCESS ROAD 
Property 
damage only Dark - lighted |Single ALEWIFE BROOK 
06/14/2014|(none injured) |3:06 AM 1] D1: (Fatigued/asleep) roadway vehicle crash |Wet V1: Travelling straight ahead V1: E Rain CONCORD TURNPIKE Rte 2 E PARKWAY Rte 3A S 
Property Sideswipe, 
damage only D1: (No improper driving) / D2: (Failure to keep in same 
05/05/2014|(none injured) |8:55 AM 2|proper lane or running off road) Daylight direction Dry V1: Travelling straight ahead / V2: Overtaking/passing V1: E /V2:E Cloudy CONCORD TURNPIKE Rte 2 E CONCORD TURNPIKE 
D1: (Failed to yield right of way) / D2: (No improper V1: Turning left / V2: Travelling straight ahead / V3: ALEWIFE BROOK PARKWAY Rte WHITTEMORE 
05/22/2014|Non-fatal injury |10:51 AM 3}driving) / D3: (No improper driving) Daylight Angle Dry Travelling straight ahead V1: W /V2:N /V3:S Cloudy UNKNOW N AVENUE 
Property Sideswipe, 
damage only D1: (No improper driving) / D2: (Failure to keep in same 
05/07/2014|(none injured) [11:43 AM 2|proper lane or running off road) Daylight direction Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: E_/V2:E Clear CONCORD TURNPIKE Rte 2 E 
Property Sideswipe, 
damage only D1: (No improper driving) / D2: (Failure to keepin | Dark - lighted Jsame CONCORD TURNPIKE 
05/03/2014|(none injured) |10:41 PM 2|proper lane or running off road) roadway direction Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: E /V2:E Clear CONCORD TURNPIKE Rte 2E 
Property 
damage only D1: (Followed too closely) / D2: (No improper V1: Travelling straight ahead / V2: Slowing or stopped in CONCORD TURNPIKE 
04/23/2014|(none injured) |9:35 AM 2|driving) Daylight Rear-end Wet traffic V1: W / V2: W Rain ALEWIFE BROOK PARKWAY Rte 2 W 
Dark - lighted |Single ALEWIFE BROOK 
03/29/2014|Not Reported |2:46 AM 1 roadway vehicle crash |Dry V1: Travelling straight ahead V1: W Clear CONCORD TURNPIKE Rte 2 W PARKWAY 
Property Dark - 
damage only D1: (Followed too closely) / D2: (No improper roadway not V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK PARKWAY Rte 
01/20/2014|(none injured) [6:40 PM 2|driving) lighted Rear-end Dry traffic WV1:E /V2:E Clear UNKNOW CONCORD TURNPIKE 
Property 
damage only D1: (No improper driving) / D2: (Followed too V1: Slowing or stopped in traffic / V2: Travelling straight CONCORD TURNPIKE Rte SR2 W / 
01/21/2014|(none injured) [3:15 PM 2|closely) Daylight Rear-end Dry ahead V1: W / V2: W Clear |ALEWIFE BROOK PARKWAY 
Property 
damage only D1: (Disregarded traffic signs, signals, road markings) ALEWIFE STATION 
01/16/2014|(none injured) [11:33 AM 2|/ D2: (No improper driving) Daylight Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N_/ V2: W. (Cloudy ALEWIFE BROOK PARKWAY Rte 3 N ACCESS ROAD 
Property D1: (Failure to keep in proper lane or running off Sideswipe, 
damage only road) / D2: (No improper driving) / D3: (No Dark - lighted Jsame V1: Changing lanes / V2: Travelling straight ahead / V3: ALEWIFE BROOK PARKWAY / CONCORD 
01/09/2014|(none injured) |9:09 PM 3}improper driving) roadway direction Dry Travelling straight ahead V1: N /V2:N /V3:N Clear TURNPIKE / 
Property 
damage only D1: (No improper driving) / D2: (Followed too V1: Slowing or stopped in traffic / V2: Slowing or stopped 
11/09/2013](none injured) |9:27 AM 2|closely) Daylight Rear-end Dry in traffic V1:S /V2:S Clear ALEWIFE BROOK PARKWAY CONCORD TURNPIKE 
Property 
damage only Dark - lighted V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK 
09/30/2013}(none injured) [7:23 PM 2] D1: (No improper driving) / D2: (Inattention) roadway Rear-end Dry ahead V1: E /V2:E Clear CONCORD TURNPIKE Rte 2 E PARKWAY Rte 3 S 
Property Sideswipe, 
damage only Dark - lighted Jopposite ALEWIFE BROOK PARKWAY Rte 
08/26/2013](none injured) [12:05 AM 2] D1: (Inattention) / D2: (Inattention) roadway direction Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: N_/ V2: W. Clear UNKNOW CONCORD TURNPIKE 
Property Sideswipe, 
damage only same V1: Travelling straight ahead / V2: Slowing or stopped in ALEWIFE BROOK PARKWAY Rte 
08/07/2013](none injured) [11:20 AM 2| D1: (Inattention) / D2: (No improper driving) Daylight direction Dry traffic Vi: W_/ V2: W Cloudy UNKNOW CONCORD TURNPIKE 
Property ALEWIFE BROOK PARKWAY Rte 3S / 
damage only CONCORD TURNPIKE / ALEWIFE STATION 
05/16/2013}(none injured) [6:15 AM 2| D1: (No improper driving) Daylight Rear-end Dry V1: Travelling straight ahead / V2: Not reported V1: E_/ V2: Not Reported Clear ACCESS ROAD 
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MassDOT Crash Report for Route 2 at Route 16 in Arlington MA 2013-2017 












































Crash Crash_ | Number of Light Manner of | Road Surface Vehicle Travel Directions | Weather Street Near Intersection 
Crash Date Severity Time Vehicles | Driver Contributing Circumstances (All Drivers) | Conditions | Collision Condition Vehicle Actions Prior to Crash (All Vehicles) (All Vehicles) Conditions | Number Roadway Roadway 
Property 
damage only D1: (No improper driving) / D2: (Followed too V1: Slowing or stopped in traffic / V2: Travelling straight CONCORD TURNPIKE 
06/14/2013](none injured) |7:05 PM 2|closely) Daylight Rear-end Dry ahead V1: E /V2:E Clear CONCORD TURNPIKE Rte 2 E Rte 2E 
ALEWIFE STATION ACCESS ROAD / 
D1: (Disregarded traffic signs, signals, road markings) |Dark - lighted CONCORD TURNPIKE / ALEWIFE BROOK 
05/14/2013}Non-fatal injury |12:15 AM 2|/ D2: (No improper driving) roadway Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead |V1: E /V2:N Not Reported PARKWAY Rte 3 S 
D1: (Disregarded traffic signs, signals, road markings) | Dark - lighted ALEWIFE BROOK PARKWAY Rte 3S / 
05/13/2013|Non-fatal injury |11:00 PM 2|/ D2: (No improper driving) roadway Angle Dry V1: Travelling straight ahead / V2: Travelling straight ahead ]V1: W_/V2:N Not Reported CONCORD TURNPIKE Rte 2 E 
D1: (No improper driving) / D2: (Driving too fast for V1: Slowing or stopped in traffic / V2: Slowing or stopped 
05/25/2013}Non-fatal injury |11:53 AM 2|conditions) Daylight Rear-end Dry in traffic V1: W /V2:W Clear ALEWIFE BROOK PARKWAY 
Property RAMP-ALEWIFE 
damage only D1: (No improper driving) / D2: (Other improper V1: Slowing or stopped in traffic / V2: Travelling straight BROOK PARKWAY SB. 
05/13/2013](none injured) [3:01 PM 2{action) Daylight Rear-end Dry ahead V1: W / V2: W Clear CONCORD TURNPIKE Rte 2 W. TO RT 2 WB 
Property Sideswipe, 
damage only D1: (No improper driving) / D2: (No improper Dark - lighted same 
05/12/2013}(none injured) [8:54 PM 2|driving) roadway direction Dry V1: Other / V2: Other V1: N /V2:N Clear ALEWIFE BROOK PARKWAY CONCORD TURNPIKE 
Property Dark - 
damage only roadway not |Single ALEWIFE BROOK 
03/24/2013|(none injured) |3:40 AM 1] D1: (Physical impairment) lighted vehicle crash |Dry V1: Turning left V1: W Clear ALEWIFE STATION ACCESS ROAD PARKWAY Rte 3 N 
Property 
damage only D1: (Followed too closely) / D2: (No improper ALEWIFE BROOK 
03/20/2013}(none injured) [5:29 PM 2|driving) Daylight Rear-end Dry V1: Travelling straight ahead / V2: Travelling straight ahead }V1: E /V2:E Not Reported CONCORD TURNPIKE Rte 2 E PARKWAY 
Property 
damage only D1: (No improper driving) / D2: (No improper V1: Slowing or stopped in traffic / V2: Slowing or stopped CONCORD TURNPIKE Rte 2 W / ALEWIFE 
03/20/2013}(none injured) |10:06 AM 3]driving) / D3: (Followed too closely) Daylight Rear-end Wet in traffic / V3: Travelling straight ahead V1: W /V2:W /V3:W. Clear BROOK PARKWAY Rte 3 S 
Property 
damage only D1: (No improper driving) / D2: (No improper V1: Slowing or stopped in traffic / V2: Slowing or stopped ALEWIFE BROOK PARKWAY Rte WHITTEMORE 
03/14/2013}(none injured) [4:52 PM 3}driving) / D3: (Inattention) Daylight Rear-end Dry in traffic / V3: Slowing or stopped in traffic V1:S /V2:S /V3:S Clear UNKNOW AVENUE 
D1: (Physical impairment) / D2: (No improper Dark - lighted V1: Travelling straight ahead / V2: Slowing or stopped in 
01/30/2013|Non-fatal injury |11:50 PM 3}driving) / D3: (No improper driving) roadway Rear-end Dry traffic / V3: Slowing or stopped in traffic V1: W_/ V2: W /V3:W Clear ALEWIFE BROOK PARKWAY 
Property 
damage only V1: Slowing or stopped in traffic / V2: Travelling straight ALEWIFE BROOK 
01/19/2013}(none injured) [4:45 PM 2| D1: (Other improper action) Dusk Rear-end Dry ahead V1: E /V2:E Cloudy CONCORD TURNPIKE Rte 2 E PARKWAY 
Property 
damage only D1: (Failed to yield right of way) / D2: (No improper |Dark - lighted Rain/Fog, 
01/29/2013}(none injured) [11:10 PM 2|driving) roadway Angle Wet V1: Entering traffic lane / V2: Travelling straight ahead V1: W_/V2:N smog, smoke ALEWIFE BROOK PARKWAY Rte 16 W. CONCORD TURNPIKE 
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GROWTH RATE DATA 


Location ID: 
County: 
Functional Class 
Location: 


Year 
2019 
2013 


A = 2019/2013 
B = A%(1/6) 
Average Annual 
Growth Rate 


Use 
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Massachusetts Highway Department 
4925 Annual Growth Rate 2013-2019 


4925 

Middlesex 

3 - Other Principal Arterial 
Waverly Oaks Road 

West of Beaver Road 


AADT 
7529 
8331 


0.9037 
0.9800 


-2.00 


Seasonal Factor Group: U3 
Daily Factor Group: 

Axle Factor Group: U3 
Growth Factor Group: U3 


4925 


TRIP GENERATION CALCULATIONS 


Institute of Transportation Engineers (ITE) 
Trip Generation, 10 th Edition 
Land Use Code (LUC) 221 - Multifamily Housing (Mid-Rise) 


Average Vehicle Trips Ends vs: Dwelling Units 
Independent Variable (X): 176 


AVERAGE WEEKDAY DAILY 
T = 5.45 * (X)- 1.75 
T = 5.45 * 176 - (1.75) 
T = 957.45 
T = 958 vehicle trips 
with 50% ( 479 vpd) entering and 50% ( 479 vpd) exiting. 


WEEKDAY MORNING PEAK HOUR OF ADJACENT STREET TRAFFIC 
Ln T = 0.98 * Ln(X) - 0.98 
LnT=0.98*Ln 176 - (0.98) 
Ln T = 4.09 
T = 59.57 
T= 60 vehicle trips 
with 26% ( 16 vph) entering and 74%( 44 _ vph) exiting. 


WEEKDAY EVENING PEAK Hour OF ADJACENT STREET TRAFFIC 
Ln T = 0.96 * Ln(X) - 0.63 
LnT=0.96*Ln 176 - (0.63) 
Ln T = 4.33 
T = 76.22 
T= 76 vehicle trips 
with 61% ( 46  vph) entering and 39%( 30 vph) exiting. 


Confidential Vanasse & Associates, Inc. 221-UNITS.xIsx 


JOURNEY TO WORK DATA 


Journey to Work: Exiting/Exiting Traffic 


Route 2 EB 
Town/City/Count oe WB Alwife Brook | Alwife Brook | Mass Ave | Mass Ave | Lake Street 
’ : Exit Parkway NB Parkway SB NB SB WB 


lAndovertown | 246 |os7 |_| | | 049 _|_ 
salem city [133 | 067 ||| | 067 _|__ 
fActontown [205 | 105] || |_| 
farlingtontown [620 [| ——s+d Ss] | 
Bedfordtown [281 | aa |---| +d 
Belmonttown [201 |__|} | |_| 201 
ilericatown [223 | 113 ||| |_| 
Burlington town [3.30 | 330] | |_| |____ 
cambridge cty [626 |_| ——~+| 209 —~|~SC=<‘iCi a | 
cheimsfordtown [225 | 425 | ++. id Sid 
Concordtown | 205 | 105] ——+ Sir SSCid SSCd SC 
fverettcity | 125 [+ —s«dS~CS mf me 
framinghamtown [163 | 108 | —~+| ——sd—SsS—~iSCS~CS~dSC<i 
lexingtontown [352 | 352] «+4 SiS SSSCid Cid 
Malden city [128 |_| —~*+Y| ~*~ os | ove | 
IMedfordcity | 256| | ——~*+Y| —~+| 170 | oss | 
Newonety | aes-) oe 
somervile city [248 |_| | 083 |_| 105 | 
Stoneham town [202] |} | ost _|os1 | __ 
Watthamcity | 341 [| ——s+sdSSS—~idS—SC—~idSC(<CS~dSCi‘ 
Watertown Towncity| 226 [| | «+d —S—i SSSCid SSSC*idCi 
Westontown | 14a_| aaa_[ + Sid SSSCid SSCSidS 
Winchestertown [149 [099 | —~*+Y| ~—S—~d—so | Cd 
Wobuncity [243 | 122] —s«+dYSC~—Ssine | Cd 
BrooKinetown [167 || ——~+Y ose | ——*i| ose | 056 
Wellesleytown [195 | 130 | ~*~ ———sdSSC~dS~CS~™SCi 
Norwelltown [126 | 039 || oss [| | 038 | 
Bostoncity | 823 || ——~+iY27a| 2m | 2m | 
Worcesterety [113 | aia | —~+ sd SSSCidS SSC~idSSCS 
Barnstable County [029 | 009 ||| | 003 | 
Bristol County [| 020 | o10 | | | | 010 | __ 
Essex County | 628 | 309 | || | 309 | __ 
IMiddlesex County [1283 | wes | + sd SSSCSidSSSCidS SC 
Norfolk County [558 [279 | —~+| S—Ssd—SSC~d—(i 
Plymouth County [119 | 060 || | | 060 | __ 
suffolk County [| 160 [|_| —~+| oso] ‘| oso | 
Worcester County [392 | 392 [| —~+ ——sdSSSCidS SSCid SC 
fF torat| 100.00 | 6.61 | 000 | 740 | 1337 | nas | i20 
[___use]_100 [a5 [0 | 10 | 15 | 2 | 10 
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CAPACITY ANALYSIS 


2020 Baseline Weekday Morning Peak Hour 
2020 Baseline Weekday Evening Peak Hour 
2027 No-Build Weekday Morning Peak Hour 
2027 No-Build Weekday Evening Peak Hour 
2027 Build Weekday Morning Peak Hour 
2027 Build Weekday Evening Peak Hour 


2020 Baseline Weekday Morning Peak Hour 


HCM 6th TWSC 
10: Wilson Avenue & Lake Street 11/06/2020 


Intersection 
Int Delay, s/veh 0.2 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 574 3 1 1121 5 1 
Future Vol, veh/h 574 3 1 1121 5 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor (Se See GeO ae OMT 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 765 4 1 1289 i 1 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 769 0 2058 767 
Stage 1 - - - - 767 - 
Stage 2 - - - - 1291 - 
Critical Hdwy - - 4d - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 5.4 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 854 - 61 405 
Stage 1 - - - - 462 - 
Stage 2 - - - - 260 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - - 654 - 61 405 
Mov Cap-2 Maneuver - - - - 61 
Stage 1 - - - - 462 
Stage 2 - - - - 259 
Approach EB WB NB 
HCM Control Delay, s 0 0 62 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) a - - 854 

HCM Lane VIC Ratio 0.113 - - 0.001 

HCM Control Delay (s) 62 - ae @2 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 0.4 - - 0 
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HCM 6th TWSC 


16: Littlejohn Street & Lake Street 11/06/2020 
Intersection 
Int Delay, s/veh 1.6 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 561 14 5 1098 24 6 
Future Vol, veh/h 561 14 5 1098 24 6 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor ® © 8 &8 6 6 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 748 = «19 5 1181 32 8 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 767 0 1949 758 
Stage 1 - - - - 758 - 
Stage 2 - - - - 1191 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 54 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - SOOO - 72 410 
Stage 1 - - - - 466 - 
Stage 2 - - - - 291 
Platoon blocked, % - - 
Mov Cap-1 Maneuver - - 856 - 71 410 
Mov Cap-2 Maneuver - - - - 71 
Stage 1 - - - - 466 
Stage 2 - - - - 286 
Approach EB WB NB 
HCM Control Delay, s 0 0 80.4 
HCM LOS F 


Minor Lane/Major Mvmt NBLn1 EBT EBR WBL WBT 


Capacity (veh/h) 85 - - 856 

HCM Lane V/C Ratio 0.471 - - 0.006 

HCM Control Delay (s) 80.4 - eo 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 2 - - 0 
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HCM 6th TWSC 


26: Homestead Road & Lake Street 11/06/2020 
Intersection 
Int Delay, s/veh 0.3 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 562 5 3 1096 (a 1 
Future Vol, veh/h 562 5 3 1096 7 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor ® © 8 8 6 6 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 749 7 3 1178 9 1 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 756 0 1937 753 
Stage 1 - - - - 753 - 
Stage 2 - - - - 1184 - 
Critical Hdwy - - 4d - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 5.4 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 864 - 73 413 
Stage 1 - - - - 469 - 
Stage 2 - - - - 293 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - - 864 - 72 413 
Mov Cap-2 Maneuver - - - - 72 
Stage 1 - - - - 469 
Stage 2 - - - - 290 
Approach EB WB NB 
HCM Control Delay, s 0 0 56.8 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 80 - 864 

HCM Lane V/C Ratio 0.133 - - 0.004 

HCM Control Delay (s) 56.8 - or 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 0.4 - - 0 
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HCM 6th TWSC 


29: Burch Street /Alfred Road & Lake Street 


Intersection 
Int Delay, s/veh 1 
Movement EBL EBT 
Lane Configurations b> 
Traffic Vol, veh/h 0 545 
Future Vol, veh/h Q 545 
Conflicting Peds, #/hr 0 0 
Sign Control Free Free 
RT Channelized 
Storage Length - - 
Veh in Median Storage,# - 0 
Grade, % - 0 
Peak Hour Factor “a 
Heavy Vehicles, % 0 1 
Mvmt Flow 0 690 
Major/Minor Major1 
Conflicting Flow All 1130 0 
Stage 1 - - 
Stage 2 - 
Critical Hdwy 4.1 
Critical Hdwy Stg 1 
Critical Hdwy Stg 2 
Follow-up Hdwy 2.2 
Pot Cap-1 Maneuver 626 
Stage 1 - 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 626 
Mov Cap-2 Maneuver 
Stage 1 
Stage 2 
Approach EB 
HCM Control Delay, s 0 
HCM LOS 
Minor Lane/Major Mvmt NBLn1 
Capacity (veh/h) 121 
HCM Lane V/C Ratio 0.227 
HCM Control Delay (s) 43.3 
HCM Lane LOS E 
HCM 95th %tile Q(veh) 0.8 


EBR 


18 
18 

0 
Free 


- None 


19 


23 


0 


EBL 
626 


oro, 


WBL 


8 
8 
0 
Free 


Oo 


Major2 
713 


44 


2.2 
896 


896 


WB 
0.1 


EBT 


WBT WBR 
+ 
1080 5 
1080 5 
0 0 
Free Free 
- None 
0 
0 : 
96 96 
0 0 
1125 5 
0 0 
EBR WBL 
- 896 
- 0.009 
aoa 
A 
0 
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NBL NBT NBR 
rary 
8 0 14 
8 0 14 
0 0 0 
Stop Stop Stop 
- - None 
0 
fs 0 = 
80 80 80 
0 0 10 
10 0 18 
Minor‘ 
1852 1848 702 
702 = 702 
1150 1146 - 
i) 68 8 
6.1 5.5 - 
G1 85 - 
3.5 4 3.39 
58 75 425 
432 443 - 
243 276 
54 73S 425 
5473 - 
432 443 
226 269 
NB 
43.3 
E 
WBT WBRSBLn‘1 
127 
- 0.128 
0 SmOURO 
A - E 
0.4 


SBL SBT SBR 
4 0 11 
4 0 11 
0 0 0 
Stop Stop Stop 
- - None 
0 
- 0 - 
92 92 92 
0 0 0 
4 0 12 
Minor2 
1855 1857 1128 
1144 1144 - 
711713 - 
71 65 6.2 
6.1 5.5 - 
Gil 65 - 
3.5 4 3.3 
57 = 74—s 251 
245 277 - 
427 438 
54 «=72~=«(251 
5472 - 
245 270 
409 438 
SB 
37.5 
E 
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HCM 6th TWSC 


33: Margaret Street/Lakehill Avenue & Lake Street 


Intersection 
Int Delay, s/veh 3.8 
Movement EBL EBT EBR 
Lane Configurations eb 
Traffic Vol, veh/h SmOoS) 7 
Future Vol, veh/h 3 553 7 
Conflicting Peds, #/hr 0 0 0 
Sign Control Free Free Free 
RT Channelized - None 
Storage Length - - - 
Veh in Median Storage,# - 0 
Grade, % - 0 - 
Peak Hour Factor 84 84 ~ 8684 
Heavy Vehicles, % 0 2 0 
Mvmt Flow 4 658 8 
Major/Minor Major1 
Conflicting Flow All 1105 0 0 
Stage 1 - - - 
Stage 2 - 
Critical Hdwy 4.1 
Critical Hdwy Stg 1 - 
Critical Hdwy Stg 2 - 
Follow-up Hdwy 2.2 
Pot Cap-1 Maneuver 639 
Stage 1 - 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 639 
Mov Cap-2 Maneuver - 
Stage 1 
Stage 2 
Approach EB 
HCM Control Delay,s _ 0.1 
HCM LOS 
Minor Lane/Major Mvmt NBLn1 EBL 
Capacity (veh/h) 62 639 
HCM Lane VIC Ratio 0.667 0.006 
HCM Control Delay (s) 139.9 10.7 
HCM Lane LOS F B 
HCM 95th %tile Q(veh) 29 0 


NBT 


0 
0 
0 
Stop 


NBR 


22 
22 

0 
Stop 


- None 


2129 
974 
1155 


241 


15 


29 


966 


6.2 


232 


146 


- 0.164 


34.4 
D 


WBL WBT WBR_ NBL 
Bo 
24 1069 3 9 
24 1069 3 9g 
304 0 0 0 
Free Free Free Stop 
- None - 
0 
: 0 - “ 
a OW Ow 
0 0 0 0 
25 1102 ome 
Major2 Minor 
970 0 0 2138 
- 974 
- 1164 
41 - - 7.1 
- - - 6.1 
- 6.1 
2.2 - et) 
119 - - 36 
- - - 305 
239 
537 - - 22 
- - - 22 
225 
194 
WB NB 
0.3 139.9 
F 
EBT EBR WBL WBT WBRSBLn1 
- 537 
- 0.046 
0 - 12 0 
A - B A 
0.1 
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0.6 


SBL 


Minor2 
1839 


SBT 


0 


SBR 


15 
15 

0 
Stop 


- None 


2132 
1154 
978 


15 
20 
1104 
6.2 


3.3 
259 


259 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


0.928 
0.977 
1933 
0.977 
1933 


49 
1126 
25.6 
0.91 

1% 

271 


578 


Prot 


Yes 


0.91 
1% 
307 


No 
Right 


0.85 


%y 2. * %& 
SET SER  NWL NWT 
+t 
822 580 381 438 
822 580 381 438 
1900 1900 1900 1900 
11 10 11 12 
55 150 
1 1 
25 
0.95 1.00 1.00 1.00 
0.850 
0.950 
3421 1492 1728 1863 
0.147 
3421 1492 267 = 1863 
Yes 
209 
30 30 
640 645 
14.5 14.7 
0.92 092 092 0.92 
2% 1% 1% 2% 
893 630 414 476 
893 630 414 476 
No No No No 
Left Right Left Left 
11 11 
0 0 
16 16 
1.04 1.09 1.04 1.00 
9 15 
2 1 1 2 
Thru Right Left Thru 
100 20 20 100 
0 0 0 0 
0 0 0 0 
6 20 20 6 
CI+Ex CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm pm+pt NA 


Quadrangle Development 08/20/2019 2020 Existing Conditions 


VHB/CBouchard/VAI 


@9 


11/06/2020 


Synchro 10 Report 
Page 1 


Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/06/2020 
Fax 29 N XN 

Lane Group EBL EBR SET SER NWL_ NWT @9 

Protected Phases 4 6 5 2 9 

Permitted Phases 6 2 

Detector Phase 4 6 6 5 2 

Switch Phase 

Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 4.0 

Minimum Split (s) 23.0 23.0 23.0 10.0 23.0 19.0 

Total Split (s) 29.0 38.0 380 15.0 53.0 23.0 

Total Split (%) 27.6% 36.2% 36.2% 14.3% 50.5% 22% 

Maximum Green (s) 22.0 31.0 31.0 90 46.0 20.0 

Yellow Time (s) 4.0 4.0 4.0 3.0 4.0 2.0 

All-Red Time (s) 3.0 3.0 3.0 3.0 3.0 1.0 

Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 

Total Lost Time (s) 7.0 7.0 7.0 6.0 7.0 

Lead/Lag Lag Lag Lead 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 

Recall Mode None Max Max None Max None 

Walk Time (s) 5.0 

Flash Dont Walk (s) 11.0 

Pedestrian Calls (#/hr) 20 

Act Effct Green (s) 22.2 31.3 313 475 465 

Actuated g/C Ratio 0.25 0.35 0.35 0.53 0.52 

vic Ratio 1.12 0.75 0.96 1.43 0.49 

Control Delay 108.2 31.9 48.1 232.9 17.9 

Queue Delay 0.0 0.0 0.0 0.0 0.0 

Total Delay 108.2 31.9 48.1 232.9 17.9 

LOS F C D F B 

Approach Delay 108.2 38.6 117.9 

Approach LOS F D Es 

Intersection Summary 

Area Type: Other 


Cycle Length: 105 

Actuated Cycle Length: 89.6 

Natural Cycle: 150 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.43 

Intersection Signal Delay: 75.7 Intersection LOS: E 
Intersection Capacity Utilization 91.3% ICU Level of Service F 
Analysis Period (min) 15 


Splits and Phases: 2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 





%, + 04 Ekoo 
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Queues 
2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/06/2020 


*¥*x. D> NK *K 


Lane Group Flow (vph) 578 893 630 414 476 


Control Delay 108.2 31.9 481 2329 179 


Total Delay 108.2 31.9 481 2329 17.9 


Queue Length 95th (ft) #659 #371 #561 #512 317 


Turn Bay Length (ft) 55 150 


oO 
oO 
oO 
oO 
oO 


Starvation Cap Reductn 


wD 
2 
9S 
3 
a 
oO 
QO 
© 
so 
A 
@o 
a 
Cc 
g 
i 
oO 
o 
°o 
°o 
°o 





Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
5: Route 2 EB On/Off Ramps & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ y+ 
EBT EBR  WBL 
if 


284 435 166 
284 435 166 
1900 1900 1900 
16 16 10 


150 110 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
2132 1812 1685 
0.950 
2132 1812 1685 
Yes 
322 
30 
239 
5.4 


0.91 0.91 0.84 
1% 1% 0% 
312 478 198 


312 478 198 
No No No 
Left Right Left 


0 

16 
0.85 0.85 1.09 
9 5 
2 1 1 


Thru Right Left 
100 20 20 


0 0 0 
0 0 0 
6 20 20 


CI+Ex CI+Ex CI+Ex 


0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 


0.0 
NA Free Prot 


<_— 


WBT 
+4 
390 
390 

1900 

11 


0.95 


3455 


3455 


30 
505 
11.5 
0.84 

1% 
464 


464 
No 
Left 
12 


16 


1.04 


Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
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NBU NBL NBR 


253 208 = 493 
253 208 493 
1900 1900 1900 
12 16 14 


0 0 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
0 2036 #1706 
0.950 
0 2036 1706 
Yes 
407 
30 
387 
8.8 


0.91 0.91 0.91 
0% 1% 1% 
278 229 542 


0 507 542 
No No No 
RNA Left Right 


16 

0 

16 
1.00 085 0.92 
gy 15 9 
1 1 1 


CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 


0.0 0.0 0.0 
0.0 0.0 0.0 


Perm Prot Perm 
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Lanes, Volumes, Timings 


5: Route 2 EB On/Off Ramps & Lake Street 11/06/2020 
>- yy €£ ~*~ an N A 
Lane Group EBT EBR  WBL WBT NBU NBL _ NBR 
Protected Phases 4 3 8 2 
Permitted Phases Free 2 2 
Detector Phase 4 3 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 40 
Minimum Split (s) 21.0 90 21.0 21.0 21.0 21.0 
Total Split (s) 74.0 25.0 990 21.0 21.0 21.0 
Total Split (%) 61.7% 20.8% 82.5% 17.5% 17.5% 17.5% 
Maximum Green (s) 69.0 20.0 940 160 160 16.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 5.0 5.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 
Act Effct Green (s) 143 579 12.2 31.6 16.2 16.2 
Actuated g/C Ratio 0.25 1.00 0.21 0.55 0.28 0.28 
vic Ratio 0.59 0.26 0.56 0.25 0.89 0.70 
Control Delay 24.7 0.4 27.5 7.0 440 12.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 24.7 0.4 27.5 7.0 44.0 12.1 
LOS C A C A D B 
Approach Delay 10.0 13.1 27.5 
Approach LOS A B C 
Intersection Summary 
Area Type: Other 


Cycle Length: 120 

Actuated Cycle Length: 57.9 

Natural Cycle: 60 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 0.89 

Intersection Signal Delay: 18.2 Intersection LOS: B 
Intersection Capacity Utilization 62.2% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 5: Route 2 EB On/Off Ramps & Lake Street 





* G2 ¢: 3 —h4 
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Queues 
5: Route 2 EB On/Off Ramps & Lake Street 11/06/2020 


-y £f ~*~ \ Pf 


Lane Group Flow (vph) 312 478 198 464 507 542 


24.7 0.4 27.5 70 440 12.1 
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Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ =~ 
EBL EBT 
210 567 
210 567 

1900 1900 

12 12 
250 
1 
25 
1.00 1.00 
0.950 
1805 1881 
0.950 
1805 1881 
30 
505 
11.5 

0.88 0.88 
0% 1% 
239 644 
239 644 

No No 

Left Left 

12 

0 

16 

1.00 1.00 
15 

1 2 

Left Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 

Prot NA 


—. 
EBR 


1900 
12 


1.00 


Yes 


0.88 
0% 


No 
Right 


1.00 


0.92 
0% 


No 
Left 


1.00 
15 
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435 
435 
1900 
11 


1.00 


1837 


1837 


30 
380 


0.92 
0% 
473 
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No 
Left 
12 


16 


1.04 


Thru 
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0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 
NA 


WBR 


691 
691 
1900 


15 
1.00 
0.850 
1492 
1492 


Yes 
520 


0.92 
1% 
751 


751 


No 
Right 


Perm 


0.92 
0% 


No 
Left 


1.00 
15 


ae) 
SET SER 
0 0 
0 0 
1900 1900 
12 12 
0 
0 
1.00 1.00 
0 0 
0 0 
Yes 
30 
459 
10.4 
0.92 0.92 
0% 0% 
0 0 
0 0 
No No 
Left Right 
11 
0 
16 
1.00 1.00 
9 


11/06/2020 
~~ % 2 
NWL NWT NWR 
i ¢ rE 
121 6 10 
121 6 10 
1900 1900 1900 
11 12 16 
100 0 
1 1 
25 

0.95 0.95 1.00 
0.850 

0.950 0.956 
1579 1583 1830 

0.950 0.956 
1579 1583 1830 
Yes 
136 

30 

529 

12.0 
0.81 0.81 0.81 
5% 50% 0% 
149 7 12 

48% 

77 19 12 
No No No 
Left Left Right 

11 

0 

16 
1.04 1.00 0.85 
5) 9 
1 2 1 
Left Thru Right 
20 100 20 
0 0 0 
0 0 0 
20 6 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 

94 

6 

CI+Ex 

0.0 
Split NA Perm 
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Lanes, Volumes, Timings 
7: Route 2 WB Off Ramp & Lake Street 


5 S 


11/06/2020 


c*-*¥RNYY SA K CO 


Lane Group EBL EBT  EBR  WBL WBT WBR _ SEL SET SER NWL NWT NWR 
Protected Phases a 4 8 2 2 
Permitted Phases 8 2 
Detector Phase a 4 8 8 2 2 2 
Switch Phase 

Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
Minimum Split (s) 8.5 22.0 22.0 22.0 22.0 22.0 22.0 
Total Split (s) 16.0 38.0 22.0 22.0 22.0 22.0 22.0 
Total Split (%) 26.7% 63.3% 36.7% 36.7% 36.7% 36.7% 36.7% 
Maximum Green (s) 11.5 32.0 16.0 16.0 16.0 16.0 16.0 
Yellow Time (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
All-Red Time (s) 0.5 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 45 6.0 6.0 6.0 6.0 6.0 6.0 
Lead/Lag Lead Lag Lag 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 0 
Act Effct Green (s) 10.8 31.4 16.0 16.0 16.0 16.0 16.0 
Actuated g/C Ratio 0.18 0.53 0.27 = 0.27 0.27 0.27 0.27 
vic Ratio 0.73 0.65 0.96 0.96 0.18 0.19 0.02 
Control Delay 37.8 = 13.8 56.5 34.1 18.4 18.4 0.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 37.8 = 13.8 56.5 341 18.4 18.4 0.1 
LOS D B E C B B A 
Approach Delay 20.3 42.7 17.1 
Approach LOS C D B 
Intersection Summary 

Area Type: Other 


Cycle Length: 60 


Actuated Cycle Length: 59.4 

Natural Cycle: 70 

Control Type: Actuated-Uncoordinated 
Maximum vic Ratio: 0.96 

Intersection Signal Delay: 32.1 
Intersection Capacity Utilization 71.7% 
Analysis Period (min) 15 


Intersection LOS: C 
ICU Level of Service C 


Splits and Phases: 


7: Route 2 WB Off Ramp & Lake Street 








Quadrangle Development 08/20/2019 2020 Existing Conditions 
VHB/CBouchard/VAI 


Synchro 10 Report 
Page 8 


Queues 
7: Route 2 WB Off Ramp & Lake Street 11/06/2020 


yer EN KEG 


Lane Group Flow (vph) 239 644 «473 «751 #77 ~ #279 ~«12 
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Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—# 
EBL 


1900 


1.00 


1.10 
15 


— 
EBT 


1900 


1.00 


—_— 


WBT 
+44 
1523 
1523 
1900 
13 
0.91 


4729 
4729 
30 
192 
4.4 
0.90 
2% 
1692 
1692 


Left 


e. 


WBR 


0 

0 
1900 
13 
1.00 


1.10 
9 
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SWL 


1900 


1.00 


1.10 
15 


SWR 
1019 
1019 
1900 


0.88 
0.850 


2617 


2617 
Yes 


0.85 

1% 
1199 
1199 


Right 


1.10 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


custom 
34 


34 


@3 


4 


11/06/2020 


Synchro 10 Report 
Page 10 


Lanes, Volumes, Timings 
11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 


Switch Phase 
Minimum Initial (s) 
Minimum Split (s) 
Total Split (s) 

Total Split (%) 
Maximum Green (s) 
Yellow Time (s) 
All-Red Time (s) 
Lost Time Adjust (s) 
Total Lost Time (s) 


Lead/Lag 


Lead-Lag Optimize? 
Vehicle Extension (s) 
Recall Mode 

Walk Time (s) 

Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 
Actuated g/C Ratio 


vic Ratio 


Control Delay 
Queue Delay 


Total Delay 
LOS 


Approach Delay 
Approach LOS 


Intersection 
Area Type: 


Summary 


Cycle Length: 120 

Actuated Cycle Length: 120 
Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 
Natural Cycle: 90 
Control Type: Actuated-Coordinated 
Maximum vic Ratio: 1.04 
Intersection Signal Delay: 26.5 


Intersection Capacity Utilization 81.5% 


Analysis Period (min) 15 


Splits and Phases: 


—* 


CBD 


EBL 


_— 
— 


EBT _WBT 


10.0 
15.0 
58.0 
48.3% 
53.0 


e 


WBR 


6 


SWL 


52.6 


Intersection LOS: C 


a 


SWR 


56.0 
0.47 
0.98 
52.6 


52.6 


@3 


10.0 
19.0 
36.0 
30% 
30.0 

4.0 

2.0 


Lead 


3.0 
Max 


8.0 


ICU Level of Service D 


11: Route 2/Alewife Brook Parkway & Route 16 


4 


10.0 
15.0 
26.0 
22% 
21.0 


1.5 


Lag 


3.0 
Max 
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Queues 


11: Route 2/Alewife Brook Parkway & Route 16 11/06/2020 
+ <a 
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Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
12: Alewife Brook Parkway & Route 2 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—* 


EBL 
bh 
486 
486 

1900 

13 

0.97 


0.950 
3224 
0.950 
3224 


0.97 
1% 
501 


501 


No 
Left 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
4 


4 


‘~ 


WBR 
id 
163 
163 
1900 
16 
1.00 
0.865 


1581 


1581 


0.94 
6% 
173 
173 


RNA 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
2! 


2 


t 


SBT 
+4 
489 
489 

1900 

13 

0.95 


3291 


3291 


30 
202 
46 
0.85 
2% 
575 


575 
No 
Left 
0 

0 
16 


1.10 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
3 


3 


* 


NWT 


+4 
1360 


1360 
1900 


0.95 


3291 
3291 
30 
278 
0.90 
2% 
1511 
1511 


LNA 
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Lanes, Volumes, Timings 


12: Alewife Brook Parkway & Route 2 11/06/2020 
se tL % 
Lane Group EBL WBR SBI NWT 
Switch Phase 
Minimum Initial (s) 10.0 10.0 10.0 10.0 
Minimum Split (s) 15.0 15.0 19.0 15.0 
Total Split (s) 26.0 580 36.0 58.0 
Total Split (%) 21.7% 48.3% 30.0% 48.3% 
Maximum Green (s) 21.0 530 300 53.0 
Yellow Time (s) Oro 4.0 4.0 4.0 
All-Red Time (s) 1.5 1.0 2.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 6.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 
Recall Mode Max C-Max Max C-Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 21.0 53.0 30.0 53.0 
Actuated g/C Ratio 0.18 044 0.25 0.44 
vic Ratio 0.89 0.25 0.70 1.04 
Control Delay 67.3 142 462 68.0 
Queue Delay 0.0 2.4 0.0 0.8 
Total Delay 67.3 166 462 688 
LOS E B D E 
Approach Delay 46.2 68.8 
Approach LOS D E 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 90 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.04 

Intersection Signal Delay: 60.6 Intersection LOS: E 
Intersection Capacity Utilization 100.1% ICU Level of Service G 
Analysis Period (min) 15 

!_ Phase conflict between lane groups. 


Splits and Phases: 12: Alewife Brook Parkway & Route 2 





#11 +12 13 +14 oo #12 +13 +14 x #12 +13 +14 
_— —_ —_ 
* Na 2 { ; Mos — Na 04 
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Queues 


12: Alewife Brook Parkway & Route 2 11/06/2020 
wr * | ®& 


Lane Group Flow (vph) 501 173 575 = 1511 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 


A 


EBL 


0.92 
2% 


No 
Left 


1.14 
15 


mii Yy 
EBT  EBR 
0 0 
0 0 
1900 1900 
0 
0 
1.00 1.00 
0 0 
0 0 
No 
30 
161 
3.7 
0.92 0.92 
2% 2% 
0 0 
0 0 
No No 
Left Right 
0 
0 
16 
1.14 1.14 
9 


— 

o 

WBL WBT 

+ 

0 163 

0 163 

1900 1900 
0 
0 
25 

1.00 1.00 

0 1613 

0 1613 

30 

1225 

27.8 

0.92 0.92 

0% 6% 

0 177 

0 177 

No No 

Left Left 

0 

0 

16 

1.14 1.14 
15 

2 

Thru 

100 

0 

0 

6 

CI+Ex 

0.0 

0.0 

0.0 

94 

6 

CI+Ex 

0.0 
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.“ 4 fT 
WBR NBL NBT 
f +4 


52 0 216 
52 0 216 


1900 1900 1900 
200 0 
1 0 
25 
100 1.00 0.95 
0.850 
1333 0 3154 
1333 0 3154 
No No 
30 
227 
5.2 
2 


0.92 0.92 0.90 
9% 2% 3% 
57 0 240 


57 0 240 
No No No 
Right Left Left 


0 

0 

16 

114 114 1.14 
9 15 

1 2 

Right Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 


No 
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SBL_ SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 

25 


1.00 1.00 1.00 


0 0 0 
0 0 0 
No 

30 

185 

42 


0 0 0 
0 0 0 
No No No 
Left Left Right 
0 
0 
16 
114 114 1.14 
15 9 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 2 4 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 

Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
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Lanes, Volumes, Timings 


13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/06/2020 
F+ry fT Xa ferred a 
Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Turn Type NA Prot NA 
Protected Phases 24 24 3 
Permitted Phases 
Detector Phase 24 24 3 
Switch Phase 
Minimum Initial (s) 10.0 
Minimum Split (s) 19.0 
Total Split (s) 36.0 
Total Split (%) 30.0% 
Maximum Green (s) 30.0 
Yellow Time (s) 4.0 
All-Red Time (s) 2.0 
Lost Time Adjust (s) 0.0 
Total Lost Time (s) 6.0 
Lead/Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 
Recall Mode Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 79.0 79.0 30.0 
Actuated g/C Ratio 0.66 0.66 0.25 
vic Ratio 0.17 ~—-0.06 0.30 
Control Delay 8.3 76 37.8 
Queue Delay 0.1 0.0 0.0 
Total Delay 8.4 76 37.8 
LOS A A D 
Approach Delay 8.2 37.8 
Approach LOS A D 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 90 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.04 

Intersection Signal Delay: 23.2 Intersection LOS: C 
Intersection Capacity Utilization 27.0% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 





#11 #12 #13 +14 #11 #12 13 +14 #11 +12 #13 +14 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/06/2020 
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(s) 
Total Split (s) 58.0 26.0 


Maximum Green (s) 53.0 21.0 


All-Red Time (s) 10 15 


Total Lost Time (s) 


Lead-Lag Optimize? 


Recall Mode C-Max Max 


Flash Dont Walk (s) 


Act Effct Green (s) 


vic Ratio 


Queue Delay 


Approach LOS 
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Queues 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/06/2020 
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Lanes, Volumes, Timings 
14: Alewife Brook Parkway & Route 2 


w Fy KA 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


\, 


1.10 


Left 
20 


20 
CI+Ex 
0.0 


0.0 


Prot 
3 


3 


SBR 


1900 


1.00 


SEL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SET 
7 
1064 
1064 
1900 
13 
0.95 


3324 


3324 


30 
297 
6.8 
0.97 
1% 
1097 


1097 
No 
Left 
0 

0 

16 


24 
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2 


4 


Synchro 10 Report 


Lanes, Volumes, Timings 


14: Alewife Brook Parkway & Route 2 11/06/2020 
kw #*yN KA 

Lane Group SBL SBR SEL SET NWT NWR 2 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 19.0 15.0 15.0 

Total Split (s) 36.0 58.0 26.0 

Total Split (%) 30.0% 48% 22% 

Maximum Green (s) 30.0 53.0 21.0 

Yellow Time (s) 4.0 4.0 Oro 

All-Red Time (s) 2.0 1.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 6.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode Max C-Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 30.0 79.0 

Actuated g/C Ratio 0.25 0.66 

vic Ratio 0.59 0.50 

Control Delay 2.3 11.4 

Queue Delay 0.9 0.0 

Total Delay Ow 11.4 

LOS A B 

Approach Delay ow 11.4 

Approach LOS A B 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 90 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.04 

Intersection Signal Delay: 8.6 Intersection LOS: A 
Intersection Capacity Utilization 57.3% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 14: Alewife Brook Parkway & Route 2 
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Queues 
14: Alewife Brook Parkway & Route 2 11/06/2020 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 
Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


- 


EBL 


1900 


1.00 


0.88 
15 


— 
EBT 


578 
578 
1900 
15 
1.00 


2049 


2049 


30 
135 
oul 

0.84 
2% 
688 


688 
No 
Left 
0 

0 
16 


y 


EBR 


0 

0 
1900 
15 
1.00 


¢ 


WBL 


1900 


1.00 


0.85 
15 
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_— 
WBT 
1096 
1096 
1900 


1.00 


2153 
2153 
30 
215 
0.97 
0% 
1130 
1130 


Left 
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WBR 


1900 


1.00 


0.85 
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NBL 


1900 


1.00 


1.00 
15 


t 


NBT 


1900 


1.00 


Ff 


NBR 


1900 


1.00 
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SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
12 12 12 
1.00 1.00 1.00 
0 0 0 
0 0 0 
Yes 

30 

206 

47 
0.92 0.92 0.92 
0% 0% 0% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
1.00 1.00 1.00 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 


36: Minuteman Commuter Bikeway & Lake Street 11/06/2020 
F+ry ft Xa tryed a 
Lane Group EBL EBT  EBR  WBL WBI WBR NBL NBI NBR _ SBL_ SBI __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 
Minimum Split (s) 20.5 20.5 
Total Split (s) 20.5 20.5 
Total Split (%) 53.2% 53.2% 
Maximum Green (s) 18.5 18.5 
Yellow Time (s) 2.0 2.0 
All-Red Time (s) 0.0 0.0 
Lost Time Adjust (s) 0.0 0.0 
Total Lost Time (s) 2.0 2.0 
Lead/Lag 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 
Recall Mode Max Max 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 33.5 33.5 
Actuated g/C Ratio 0.63 0.63 
vic Ratio 0.54 0.84 
Control Delay 76 15.8 
Queue Delay 0.0 48.7 
Total Delay 76 64.5 
LOS A E 
Approach Delay 76 64.5 
Approach LOS A E 
Intersection Summary 
Area Type: Other 


Cycle Length: 38.5 

Actuated Cycle Length: 53.5 

Natural Cycle: 60 

Control Type: Semi Act-Uncoord 

Maximum vic Ratio: 0.84 

Intersection Signal Delay: 43.0 Intersection LOS: D 
Intersection Capacity Utilization 61.0% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 36: Minuteman Commuter Bikeway & Lake Street 





04 bhoo 





Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 26 


Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 11/06/2020 
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Queues 


36: Minuteman Commuter Bikeway & Lake Street 11/06/2020 
—> _— 


Lane Group Flow (vph) 688 1130 
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Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


A +N FO 


Lane Group EBL EBT EBR  WBL_ WBT 
Lane Configurations 

Traffic Volume (vph) 30 520 28 4 957 
Future Volume (vph) 30 520 28 4 957 
Ideal Flow (vphpl) 1900 1900 1900 1900 1900 
Lane Width (ft) 14 14 14 13 13 
Lane Util. Factor 100 100 100 1.00 1.00 
Frt 0.993 

Fit Protected 0.997 

Satd. Flow (prot) 0 1984 0 0 1944 
Fit Permitted 0.932 0.998 
Satd. Flow (perm) 0 1854 0 0 1940 
Right Turn on Red Yes 

Satd. Flow (RTOR) 4 

Link Speed (mph) 30 30 
Link Distance (ft) 215 1126 
Travel Time (s) 4.9 25.6 
Peak Hour Factor 0.91 0.91 0.91 0.87 ~=0.87 
Heavy Vehicles (%) 0% 1% 5% 0% 1% 
Adj. Flow (vph) 33 571 31 5 1100 
Shared Lane Traffic (%) 

Lane Group Flow (vph) 0 635 0 0 1105 
Enter Blocked Intersection No No No No No 
Lane Alignment Left Left Right Left Left 
Median Width(ft) 0 0 
Link Offset(ft) 0 0 
Crosswalk Width(ft) 16 16 
Two way Left Turn Lane 

Headway Factor 0.92 092 092 096 0.96 
Turning Speed (mph) 15 9 15 

Number of Detectors 1 2 1 2 
Detector Template Left Thru Left Thru 
Leading Detector (ft) 20 100 20 100 
Trailing Detector (ft) 0 0 0 0 
Detector 1 Position(ft) 0 0 0 0 
Detector 1 Size(ft) 20 6 20 6 
Detector 1 Type CI+Ex CI+Ex CI+Ex CI+Ex 
Detector 1 Channel 

Detector 1 Extend (s) 0.0 0.0 0.0 0.0 
Detector 1 Queue (s) 0.0 0.0 0.0 0.0 
Detector 1 Delay (s) 0.0 0.0 0.0 0.0 
Detector 2 Position(ft) 94 94 
Detector 2 Size(ft) 6 6 
Detector 2 Type CI+Ex CI+Ex 
Detector 2 Channel 

Detector 2 Extend (s) 0.0 0.0 
Turn Type Perm NA Perm NA 
Protected Phases 4 8 
Permitted Phases 4 8 

Detector Phase 4 4 8 8 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 





39: Brooks Avenue & Lake Street 11/06/2020 
F+ry ft Xa tf ery d a 

Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 40 40 40 40 40 40 40 
Minimum Split (s) 21.0 21.0 21.0 21.0 90 21.0 14.0 14.0 
Total Split (s) 28.0 28.0 28.0 28.0 10.0 24.0 14.0 14.0 
Total Split (%) 38.6% 38.6% 38.6% 38.6% 13.8% 33.1% 19.3% 19.3% 
Maximum Green (s) 240 240 240 240 6.0 20.0 10.0 10.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 1.0 1.0 1.0 1.0 1.0 1.0 1.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 4.0 4.0 4.0 4.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None None Min Min Min 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 25.0 25.0 6.9 6.9 
Actuated g/C Ratio 0.58 0.58 0.16 0.16 
vic Ratio 0.59 0.98 0.18 0.42 
Control Delay 12.8 ole 18.9 9.1 
Queue Delay 5.7 0.0 0.0 0.0 
Total Delay 18.5 37.7 18.9 9.1 
LOS B D B A 
Approach Delay 18.5 oral 18.9 9.1 
Approach LOS B D B A 
Intersection Summary 
Area Type: Other 
Cycle Length: 72.5 
Actuated Cycle Length: 43 
Natural Cycle: 100 
Control Type: Actuated-Uncoordinated 
Maximum vic Ratio: 0.98 
Intersection Signal Delay: 28.7 Intersection LOS: C 
Intersection Capacity Utilization 72.6% ICU Level of Service C 
Analysis Period (min) 15 
Splits and Phases: 39: Brooks Avenue & Lake Street 

102 —Pp4 Eos 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 11/06/2020 
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Queues 


39: Brooks Avenue & Lake Street 11/06/2020 
++ t 4 


Lane Group Flow (vph) 635 1105 38 163 


12.8 37.7 18.9 9.1 


QO 
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o 
Oo 
QO 
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185 37.7 18.9 9.1 
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ow 
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Queue Length 95th (ft) #408 = #772 28 
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Starvation Cap Reductn 378 
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Storage Cap Reductn 








Queue shown is maximum after two cycles. 
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2020 Baseline Weekday Evening Peak Hour 


HCM 6th TWSC 


10: Wilson Avenue & Lake Street 11/06/2020 
Intersection 
Int Delay, s/veh 0.4 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 785 3 1 570 9 4 
Future Vol, veh/h 785 3 1 570 9 4 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor a G8 Ch Wb 7 1 
Heavy Vehicles, % 0 0 0 0 29 0 
Mvmt Flow 946 4 1 606 12 5 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 950 0 1556 948 
Stage 1 - - - - 948 - 
Stage 2 - - - - 608 - 
Critical Hdwy - - 44 - 669 6.2 
Critical Hdwy Stg 1 - - - - 5.69 - 
Critical Hdwy Stg 2 - - - 5.69 - 
Follow-up Hdwy - - 22 - 3.761 3.3 
Pot Cap-1 Maneuver - - 731 - 107 319 
Stage 1 - - - - 337 - 
Stage 2 - - - - 495 
Platoon blocked, % - 
Mov Cap-1 Maneuver - Seo - 107 319 
Mov Cap-2 Maneuver - - - - 107 
Stage 1 - - - - 337 
Stage 2 - - - - 494 
Approach EB WB NB 
HCM Control Delay, s 0 0 35.6 
HCM LOS E 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 135 - - 731 

HCM Lane VIC Ratio 0.128 - - 0.001 

HCM Control Delay (s) 35.6 - - 9.9 0 

HCM Lane LOS E - - A A 

HCM 95th %tile Q(veh) 0.4 - - 0 
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HCM 6th TWSC 


16: Littlejohn Street & Lake Street 11/06/2020 
Intersection 
Int Delay, s/veh 0.7 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b q¢ ¥ 
Traffic Vol, veh/h 783 6 9 556 15 5 
Future Vol, veh/h 783 6 9 556 15 5 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor S/O CC MOC Manno mmnn (oO 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 900 7 10 625 20 i 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 907 0 1549 904 
Stage 1 - - - - 904 - 
Stage 2 - - - - 645 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 5.4 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 759 - 127 338 
Stage 1 - - - - 398 - 
Stage 2 - - - - 526 
Platoon blocked, % : - 
Mov Cap-1 Maneuver - - 759 - 124 338 
Mov Cap-2 Maneuver - - - - 124 
Stage 1 - - - - 398 
Stage 2 - - - - 515 
Approach EB WB NB 
HCM Control Delay, s 0 0.2 34.8 
HCM LOS D 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 147 759 

HCM Lane VIC Ratio 0.181 - - 0.013 

HCM Control Delay (s) 34.8 - - 98 0 

HCM Lane LOS D - - A A 

HCM 95th %tile Q(veh) 0.6 - - 0 
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HCM 6th TWSC 


26: Homestead Road & Lake Street 11/06/2020 
Intersection 
Int Delay, s/veh 0.2 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 187 1 1 559 6 4 
Future Vol, veh/h 787 1 1 559 6 4 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor CO CC OC Minn Om (O 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 905 1 1 628 8 5 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 906 0 1536 906 
Stage 1 - - - - 906 - 
Stage 2 - - - - 630 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 5.4 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 759 - 129 337 
Stage 1 - - - - 398 - 
Stage 2 - - - - $35 
Platoon blocked, % : - 
Mov Cap-1 Maneuver - - 759 =a 2OMOO 
Mov Cap-2 Maneuver - - - - 129 
Stage 1 - - - - 398 
Stage 2 - - - - 534 
Approach EB WB NB 
HCM Control Delay, s 0 0 27.8 
HCM LOS D 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 171 759 

HCM Lane VIC Ratio 0.078 - - 0.001 

HCM Control Delay (s) 278 - - 98 0 

HCM Lane LOS D - - A A 

HCM 95th %tile Q(veh) 0.3 - - 0 
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HCM 6th TWSC 


29: Burch Street /Alfred Road & Lake Street 


Intersection 

Int Delay, s/veh 1 

Movement EBL EBT EBR 

Lane Configurations 

Traffic Vol, veh/h 4 768 19 

Future Vol, veh/h 4 768 19 

Conflicting Peds, #/hr 0 0 0 

Sign Control Free Free Free 

RT Channelized - - None 

Storage Length - - - 

Veh in Median Storage, # - 0 

Grade, % - 0 - 

Peak Hour Factor 86 86 86 

Heavy Vehicles, % 0 0 0 

Mvmt Flow 5 893 22 

Major/Minor Major1 

Conflicting Flow All 644 0 0 
Stage 1 - - - 
Stage 2 - 

Critical Hdwy 4.1 


Critical Hdwy Stg 1 
Critical Hdwy Stg 2 - 
Follow-up Hdwy 2.2 


Pot Cap-1 Maneuver 951 
Stage 1 - 
Stage 2 


Platoon blocked, % 
Mov Cap-1 Maneuver 951 
Mov Cap-2 Maneuver - 


Stage 1 

Stage 2 
Approach EB 
HCM Control Delay, s 0 
HCM LOS 
Minor Lane/Major Mvmt NBLn1 EBL 
Capacity (veh/h) 112 951 
HCM Lane VIC Ratio 0.238 0.005 
HCM Control Delay (s) 469 88 
HCM Lane LOS E A 
HCM 95th %tile Q(veh) 0.9 0 


WBL 


Major2 
915 


41 


2.2 
7154 


154 


WB 
0.2 


EBT 


0 
A 


WBT WBR 
ee 
546 8 
546 8 
0 0 
Free Free 
- None 
0 
0 . 
86 ©6686 
0 0 
635 9 
0 0 
EBR WBL 
754 
- 0.017 
9.9 
A 
0.1 
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NBL NBT NBR SBL 
rary 
13 1 6 3 
13 1 6 3 
0 0 0 0 
Stop Stop Stop Stop 
- None - 
0 

: 0 2 : 
® © ff & 
0 0 0 0 
17 1 8 4 
Minor‘ Minor2 
1580 1584 904 1585 
914 914 - 666 
666 670 - 919 
tl 65 62 (al 
6.1 55 - 61 
G1 8665 - 6.1 
3.5 4 33 3. 
89 110 338 89 
330 355 - 452 
452 459 328 
86 106 338 84 
86 106 - 64 
326 ©6351 447 
439 447 316 
NB SB 
46.9 40.8 
E E 

WBT WBRSBLn‘1 

106 

0.05 

0 40.8 

A E 

0.2 


SBT 


0 
0 
0 
Stop 


SBR 


1 
1 
0 
Stop 


- None 


104 


347 


640 
6.2 


3.3 
479 


479 
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HCM 6th TWSC 


33: Margaret Street/Lakehill Avenue & Lake Street 


Intersection 

Int Delay, s/veh 3.3 
Movement EBL 
Lane Configurations 

Traffic Vol, veh/h 18 
Future Vol, veh/h 18 
Conflicting Peds, #/hr 0 
Sign Control Free 
RT Channelized 

Storage Length 


Veh in Median Storage, # 
Grade, % - 
Peak Hour Factor 83 


Heavy Vehicles, % 0 
Mvmt Flow 22 
Major/Minor Major1 
Conflicting Flow All 640 

Stage 1 - 

Stage 2 - 
Critical Hdwy 4.1 


Critical Hdwy Stg 1 
Critical Hdwy Stg 2 - 
Follow-up Hdwy 2.2 
Pot Cap-1 Maneuver 954 
Stage 1 - 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 
Mov Cap-2 Maneuver 
Stage 1 
Stage 2 


954 


Approach EB 
HCM Control Delay,s 0.2 
HCM LOS 


Minor Lane/Major Mvmt 
Capacity (veh/h) 

HCM Lane VIC Ratio 
HCM Control Delay (s) 
HCM Lane LOS 

HCM 95th %tile Q(veh) 


EBT EBR WBL WBT WBR NBL 
& Co 
756 3 42 548 15 6 
756 3 42 548 15 6 
0 0 304 0 0 0 
Free Free Free Free Free Stop 
- None - None - 
0 - - 0 
0 0 


83 83 88 88 88 81 


0 0 0 0 0 0 

911 4 48 623 17 7 

Major2 Minor1 

0 0 1219 0 0 1996 

- - - 1261 

- 735 

41 - - 74 

- - - 61 

- - - 61 

2.2 - - 35 

579 - - 45 

- - - 211 

414 

432 - ee 

- - - 27 

150 

333 

WB NB 

1 19.9 

F 

NBLni EBL EBT EBR WBL WBT 
86 954 432 

0.474 0.023 0.11 - 

(OCMC 0 14.4 0 

F A A - B A 
2 0.1 - - 04 
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NBT NBR 
0 27 
0 27 
0 0 
Stop Stop 
- None 
0 
0 = 
81 81 
0 0 
0 33 
1997 1217 
1261 - 
736 - 
6.5 6.2 
5.5 - 
BIG - 
4 3.3 
61 223 
244 - 
428 
36 167 
36 - 
174 
354 
WBR SBLn‘1 
- 9 
- 0.258 
54.5 
F 
0.9 


Stop 


80 
0 
11 


Minor2 
1702 
128 
974 


1991 
728 
1263 


14 


632 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


0.947 
0.970 
1978 
0.970 
1978 


28 
1126 
25.6 
0.88 

0% 
451 


741 


Prot 


Yes 


0.88 
0% 
290 


No 
Right 


0.85 


y 2. “ & 
SET SER  NWL NWT 
tH 
635 175 323 714 
635 175 323 714 
1900 1900 1900 1900 
11 10 11 12 
55 150 
1 1 
25 
0.95 1.00 1.00 1.00 
0.850 
0.950 
3421 1507 1745 1863 
0.242 
3421 1507 444 1863 
Yes 
81 
30 30 
640 645 
14.5 14.7 
0.92 092 092 0.92 
2% 0% 0% 2% 
690 190 351 116 
690 190 351 116 
No No No No 
Left Right Left Left 
11 11 
0 0 
16 16 
1.04 1.09 1.04 1.00 
9 15 
2 1 1 2 
Thru Right Left Thru 
100 20 20 100 
0 0 0 0 
0 0 0 0 
6 20 20 6 
CI+Ex CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm pm+pt NA 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/06/2020 
> ~ax 29 N *X 

Lane Group EBL EBR SET SER NWL_ NWT @9 

Protected Phases 4 6 5 2 9 

Permitted Phases 6 2 

Detector Phase 4 6 6 5 2 

Switch Phase 

Minimum Initial (s) 4.0 40 4.0 4.0 4.0 4.0 

Minimum Split (s) 23.0 23.0 23.0 10.0 23.0 19.0 

Total Split (s) 29.0 38.0 380 15.0 53.0 23.0 

Total Split (%) 27.6% 36.2% 36.2% 14.3% 50.5% 22% 

Maximum Green (s) 22.0 31.0 31.0 90 46.0 20.0 

Yellow Time (s) 4.0 4.0 4.0 3.0 4.0 2.0 

All-Red Time (s) 3.0 3.0 3.0 3.0 3.0 1.0 

Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 

Total Lost Time (s) 7.0 7.0 7.0 6.0 7.0 

Lead/Lag Lag Lag Lead 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 

Recall Mode None Max Max None Max None 

Walk Time (s) 5.0 

Flash Dont Walk (s) 11.0 

Pedestrian Calls (#/hr) 20 

Act Effct Green (s) 22.2 31.3 313 475 465 

Actuated g/C Ratio 0.25 0.35 0.35 0.53 0.52 

vic Ratio 1.45 0.58 0.33 0.96 0.80 

Control Delay 240.7 275 156 57.9 28.1 

Queue Delay 0.0 0.0 0.0 0.0 0.0 

Total Delay 240.7 27.5 156 57.9 28.1 

LOS F C B E C 

Approach Delay 240.7 24.9 37.4 

Approach LOS F C D 

Intersection Summary 

Area Type: Other 


Cycle Length: 105 

Actuated Cycle Length: 89.6 

Natural Cycle: 150 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.45 

Intersection Signal Delay: 88.2 Intersection LOS: F 
Intersection Capacity Utilization 89.7% ICU Level of Service E 
Analysis Period (min) 15 


Splits and Phases: 2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 





%, + 04 Ekoo 
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Queues 
2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/06/2020 


*¥*x. D> KN *K 


Lane Group Flow (vph) 741 690 190 351 776 


Control Delay 240.7 275 156 579 28.1 


Total Delay 240.7 275 156 579 28.1 


Queue Length 95th (ft) #887 265 113 #359 = #702 


Turn Bay Length (ft) 55 150 


oO 
oO 
oO 
oO 
Oo 


Starvation Cap Reductn 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
5: Route 2 EB On/Off Ramps & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ y+ 
EBT EBR  WBL 
id 


520 171 159 
520 171 159 
1900 1900 1900 
16 16 10 


150 110 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
2153 +1664 1652 
0.950 
2153 1664 1652 
Yes 
69 
30 
239 
5.4 


0.94 094 0.87 
0% 10% 2% 
553 182—«183 


553 182 183 
No No No 

Left Right Left 
12 


0 

16 
0.85 0.85 1.09 
9 15 
2 1 1 


Thru Right Left 
100 20 20 


0 0 0 
0 0 0 
6 20 20 


CI+Ex CI+Ex CI+Ex 


0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 


0.0 
NA Free Prot 


<_— 


WBT 
+4 
283 
283 

1900 

11 


0.95 


3490 


3490 


30 
505 
11.5 
0.87 

0% 
325 


325 
No 
Left 
12 


16 


1.04 


Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
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nan \ ? 
NBU NBL NBR 
14 488 571 
14 488 571 


1900 1900 1900 
12 16 14 


0 0 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
0 2046 1723 
0.950 
0 2046 1723 
Yes 
433 
30 
387 
8.8 


0.96 0.96 0.96 
0% 0% 0% 
15 508 595 


0 523 595 
No No No 
RNA Left Right 


16 

0 

16 
1.00 085 0.92 
gy 15 9 
1 1 1 


CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 


0.0 0.0 0.0 
0.0 0.0 0.0 


Perm Prot Perm 
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5: Route 2 EB On/Off Ramps & Lake Street 11/06/2020 
>- yy €£ ~*~ an N A 
Lane Group EBT EBR  WBL WBT NBU NBL _ NBR 
Protected Phases 4 3 8 2 
Permitted Phases Free 2 2 
Detector Phase 4 3 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 40 
Minimum Split (s) 21.0 90 21.0 210 210 21.0 
Total Split (s) 74.0 25.0 990 21.0 21.0 21.0 
Total Split (%) 61.7% 20.8% 82.5% 17.5% 17.5% 17.5% 
Maximum Green (s) 69.0 20.0 940 160 160 16.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 5.0 5.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 
Act Effct Green (s) 24.1 688 13.0 42.2 16.4 16.4 
Actuated g/C Ratio 0.35 1.00 0.19 0.61 0.24 0.24 
vic Ratio 0.73 0.11 059 0.15 1.08 0.81 
Control Delay 26.1 0.1 35.0 5.4 93.4 18.6 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 26.1 0.1 35.0 5.4 93.4 18.6 
LOS C A C A F B 
Approach Delay 19.7 16.1 53.6 
Approach LOS B B D 
Intersection Summary 
Area Type: Other 


Cycle Length: 120 

Actuated Cycle Length: 68.8 

Natural Cycle: 60 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.08 

Intersection Signal Delay: 35.0 Intersection LOS: C 
Intersection Capacity Utilization 76.5% ICU Level of Service D 
Analysis Period (min) 15 


Splits and Phases: 5: Route 2 EB On/Off Ramps & Lake Street 





* G2 ¢: 3 —ho4 
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Queues 
5: Route 2 EB On/Off Ramps & Lake Street 11/06/2020 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ =~ 

EBL EBT 

327 164 

327 764 

1900 1900 

12 12 
250 
1 
25 

1.00 1.00 
0.950 

1805 1881 
0.950 

1805 1881 

30 

505 

11.5 

0.88 0.88 

0% 1% 

372 868 

372 868 

No No 

Left Left 

12 

0 

16 

1.00 1.00 
15 

1 2 

Left Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 

Prot NA 


—. 
EBR 


1900 
12 


1.00 


Yes 


0.88 
0% 


No 
Right 


1.00 


0.91 
0% 


No 
Left 


1.00 
15 
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WBT 


245 
245 
1900 
11 


1.00 


1801 


1801 


30 
380 


0.91 
2% 
269 


269 
No 
Left 
12 


16 


1.04 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 
NA 


WBR 


334 
334 
1900 


15 
1.00 
0.850 
1463 
1463 


Yes 
367 


0.91 
3% 
367 


367 


No 
Right 


Perm 


0.92 
0% 


No 
Left 


1.00 
15 


ae) 
SET SER 
0 0 
0 0 
1900 1900 
12 12 
0 
0 
1.00 1.00 
0 0 
0 0 
Yes 
30 
459 
10.4 
0.92 0.92 
0% 0% 
0 0 
0 0 
No No 
Left Right 
11 
0 
16 
1.00 1.00 
9 


11/06/2020 
~~ % 2 
NWL NWT NWR 
i ¢ qf 
197 21 24 
197 21 24 
1900 1900 1900 
11 12 16 
100 0 
1 1 
25 

0.95 0.95 1.00 
0.850 

0.950 0.961 
1641. 1705 1830 

0.950 0.961 
1641. 1705 1830 
Yes 
136 

30 

529 

12.0 
0.95 0.95 0.95 
1% 5% 0% 
207 22 25 

45% 

114 115 25 
No No No 
Left Left Right 

11 

0 

16 
1.04 1.00 0.85 
115 9 
1 2 1 
Left Thru Right 
20 100 20 
0 0 0 
0 0 0 
20 6 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 

94 

6 

CI+Ex 

0.0 
Split NA Perm 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 11/06/2020 
yea eTrrhyenx aN NE 
Lane Group EBL EBT  EBR  WBL WBT WBR _ SEL SET SER NWL NWT NWR 
Protected Phases i 4 8 2 2 
Permitted Phases 8 2 
Detector Phase a 4 8 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 8.5 22.0 22.0 22.0 22.0 22.0 22.0 
Total Split (s) 16.0 38.0 22.0 22.0 22.0 22.0 22.0 
Total Split (%) 26.7% 63.3% 36.7% 36.7% 36.7% 36.7% 36.7% 
Maximum Green (s) 11.5 32.0 16.0 16.0 16.0 16.0 16.0 
Yellow Time (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
All-Red Time (s) 0.5 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 45 6.0 6.0 6.0 6.0 6.0 6.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 0 
Act Effct Green (s) 11.5 30.0 14.0 14.0 16.0 16.0 16.0 
Actuated g/C Ratio 0.20 0.52 0.24 0.24 0.28 0.28 0.28 
vic Ratio 1.04 0.89 0.62 0.58 0.25 0.24 0.04 
Control Delay 87.4 26.7 26.5 6.7 19.1 19.0 0.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 87.4 26.7 26.5 6.7 19.1 19.0 0.1 
LOS F C C A B B A 
Approach Delay 44.9 15.0 17.2 
Approach LOS D B B 
Intersection Summary 
Area Type: Other 


Cycle Length: 60 

Actuated Cycle Length: 58.1 

Natural Cycle: 65 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.04 

Intersection Signal Delay: 32.7 Intersection LOS: C 
Intersection Capacity Utilization 58.6% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 7: Route 2 WB Off Ramp & Lake Street 
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Queues 
7: Route 2 WB Off Ramp & Lake Street 11/06/2020 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—# 
EBL 


1900 


1.00 


1.10 
15 


— 
EBT 


1900 


1.00 


—_— 


WBT 
A444 
2131 
2131 
1900 
13 
0.91 


4776 
4776 
30 
192 
4.4 
0.97 
1% 
2197 
2197 


Left 


e. 


WBR 


0 

0 
1900 
13 
1.00 


1.10 
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SWL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SWR 
1091 
1091 
1900 


0.88 
0.850 


2617 


2617 
Yes 


0.98 

1% 
1113 
1113 


Right 


1.10 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


custom 
34 


34 


@3 


4 


11/06/2020 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 11/06/2020 
wx » + © | #7 

Lane Group EBL EBT WBI WBR_ SWL_ SWR 3 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 15.0 19.0 15.0 

Total Split (s) 58.0 36.0 26.0 

Total Split (%) 48.3% 30% 22% 

Maximum Green (s) 53.0 30.0 21.0 

Yellow Time (s) 4.0 4.0 oro 

All-Red Time (s) 1.0 2.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 5.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode C-Max Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 53.0 56.0 

Actuated g/C Ratio 0.44 0.47 

vic Ratio 1.04 0.91 

Control Delay 29.4 41.9 

Queue Delay 1.5 0.0 

Total Delay 30.9 41.9 

LOS C D 

Approach Delay 30.9 41.9 

Approach LOS C D 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.14 

Intersection Signal Delay: 34.6 Intersection LOS: C 
Intersection Capacity Utilization 97.3% ICU Level of Service F 
Analysis Period (min) 15 


Splits and Phases: 11: Route 2/Alewife Brook Parkway & Route 16 





#1i +12 +13 +14 a #12 +13 +14 oe #12 +13 14 
— = <= 
s Na 02 R t t M os — Na 04 
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Queues 
11: Route 2/Alewife Brook Parkway & Route 16 11/06/2020 
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Queue shown is maximum after two cycles. 


Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
12: Alewife Brook Parkway & Route 2 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—* 


EBL 
bs 
581 
581 

1900 


0.97 


0.950 
3257 
0.950 
3257 


0.90 
0% 
646 


646 


No 
Left 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
4 


4 


x‘ 
WBR 
571 
571 
1900 
16 
1.00 
0.865 
1660 


1660 


0.95 

1% 
601 
601 


RNA 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
2! 


2 


t 


SBT 
+4 
241 
241 

1900 

13 

0.95 


3291 


3291 


30 
202 
46 
0.98 
2% 
246 


246 
No 
Left 
0 

0 
16 


1.10 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
3 


3 


~ 


NWT 


+4 
1560 


1560 
1900 


0.95 


3324 
3324 
30 
278 
0.97 
1% 
1608 
1608 


LNA 
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Lanes, Volumes, Timings 


12: Alewife Brook Parkway & Route 2 11/06/2020 
se tL % 
Lane Group EBL WBR SBI NWT 
Switch Phase 
Minimum Initial (s) 10.0 10.0 10.0 10.0 
Minimum Split (s) 15.0 15.0 19.0 15.0 
Total Split (s) 26.0 580 36.0 58.0 
Total Split (%) 21.7% 48.3% 30.0% 48.3% 
Maximum Green (s) 21.0 530 300 53.0 
Yellow Time (s) Oro 4.0 4.0 4.0 
All-Red Time (s) 1.5 1.0 2.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 6.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 
Recall Mode Max C-Max Max C-Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 21.0 53.0 30.0 53.0 
Actuated g/C Ratio 0.18 044 0.25 0.44 
vic Ratio 1.14 0.82 0.30 1.10 
Control Delay 12 29 Sil Gas 
Queue Delay 0.0 1.3 0.0 2.1 
Total Delay 125.6 29.2 37.7 89.0 
LOS F C D F 
Approach Delay 37.7 89.0 
Approach LOS D F 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.14 

Intersection Signal Delay: 80.9 Intersection LOS: F 
Intersection Capacity Utilization 130.6% ICU Level of Service H 
Analysis Period (min) 15 

!_ Phase conflict between lane groups. 


Splits and Phases: 12: Alewife Brook Parkway & Route 2 





#11 +12 #13 +14 oo #12 +13 +14 x #12 +13 +14 
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Queues 


12: Alewife Brook Parkway & Route 2 11/06/2020 
wr &* | ®K 


Lane Group Flow (vph) 646 601 246 =. 1608 


Control Delay 125.6 279 37.7 868 


Total Delay 1256 29.2 37.7 89.0 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 


A 


EBL 


0.92 
2% 


No 
Left 


1.14 
15 


- Vv © 
EBT EBR’ WBL 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 
25 
1.00 1.00 1.00 
0 0 0 
0 0 0 
No 
30 
161 
3.7 
0.92 0.92 0.95 
2% 2% 0% 
0 0 0 
0 0 0 
No No No 
Left Right Left 
0 
0 
16 
1.14 1.14 1.14 
9 15 
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WBT 


571 
571 
1900 


1.00 


1693 


1693 


30 
1225 
27.8 


0.95 
1% 
601 


601 
No 
Left 


16 


1.14 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 


7 


WBR 


fr 
317 


317 
1900 
200 

1 
1.00 
0.850 
1439 


1439 
No 


0.95 

1% 
334 
334 


No 
Right 


1.14 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


“ 


NBL 


No 


1.14 
15 


t 


NBT 
230 


230 
1900 


0.95 


3217 
3217 
30 
227 
5.2 
0.97 
1% 
237 
237 


Left 


No 


11/06/2020 
SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 
25 

1.00 1.00 1.00 
0 0 0 
0 0 0 
No 

30 

185 

42 
0.92 0.92 0.92 
2% 2% 2% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
1.14 1.14 1.14 
15 9 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 2 4 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 

Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
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Lanes, Volumes, Timings 


13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/06/2020 
F+ry fT Xa ferred a 
Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Turn Type NA Prot NA 
Protected Phases 24 24 3 
Permitted Phases 
Detector Phase 24 24 3 
Switch Phase 
Minimum Initial (s) 10.0 
Minimum Split (s) 19.0 
Total Split (s) 36.0 
Total Split (%) 30.0% 
Maximum Green (s) 30.0 
Yellow Time (s) 4.0 
All-Red Time (s) 2.0 
Lost Time Adjust (s) 0.0 
Total Lost Time (s) 6.0 
Lead/Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 
Recall Mode Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 79.0 79.0 30.0 
Actuated g/C Ratio 0.66 0.66 0.25 
vic Ratio 0.54 0.35 0.29 
Control Delay 13.1 10.4 oll 
Queue Delay 1.7 0.0 0.0 
Total Delay 148 10.4 37.7 
LOS B B D 
Approach Delay 13.2 OMe 
Approach LOS B D 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.14 

Intersection Signal Delay: 18.2 Intersection LOS: B 
Intersection Capacity Utilization 50.9% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 





#11 +12 +13 +14 a #12 +13 +14 a #12 +13 14 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/06/2020 
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Total Split (s) 58.0 26.0 


Maximum Green (s) 53.0 21.0 


All-Red Time (s) 10 15 


Total Lost Time (s) 


Lead-Lag Optimize? 


Recall Mode C-Max Max 


Flash Dont Walk (s) 


Act Effct Green (s) 


vic Ratio 


Queue Delay 


Approach LOS 
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Queues 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/06/2020 
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Lanes, Volumes, Timings 
14: Alewife Brook Parkway & Route 2 


w Fy KA 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


\, 


1.10 


Left 
20 


20 
CI+Ex 
0.0 


0.0 


Prot 
3 


3 


SBR 


1900 


1.00 


SEL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SET 
7 
952 
952 

1900 

13 

0.95 


3324 


3324 


30 
297 
6.8 
0.90 
1% 
1058 


1058 
No 
Left 
0 

0 

16 


24 
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Lanes, Volumes, Timings 


14: Alewife Brook Parkway & Route 2 11/06/2020 
kw #*yN KA 

Lane Group SBL SBR SEL SET NWT NWR 2 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 19.0 15.0 15.0 

Total Split (s) 36.0 58.0 26.0 

Total Split (%) 30.0% 48% 22% 

Maximum Green (s) 30.0 53.0 21.0 

Yellow Time (s) 4.0 4.0 Oro 

All-Red Time (s) 2.0 1.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 6.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode Max C-Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 30.0 79.0 

Actuated g/C Ratio 0.25 0.66 

vic Ratio 0.25 0.48 

Control Delay 0.7 11.2 

Queue Delay 0.5 0.0 

Total Delay 1.3 2 

LOS A B 

Approach Delay 1.3 2 

Approach LOS A B 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.14 

Intersection Signal Delay: 9.3 Intersection LOS: A 
Intersection Capacity Utilization 46.7% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 14: Alewife Brook Parkway & Route 2 
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Queues 
14: Alewife Brook Parkway & Route 2 11/06/2020 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


A +N FO 


Lane Group EBL EBT EBR  WBL  WBT 
Lane Configurations 

Traffic Volume (vph) “ 648 65 5 492 
Future Volume (vph) 79 648 65 5 492 
Ideal Flow (vphpl) 1900 1900 1900 1900 1900 
Lane Width (ft) 14 14 14 13 13 
Lane Util. Factor 100 100 100 1.00 1.00 
Frt 0.989 

Fit Protected 0.995 0.999 
Satd. Flow (prot) 0 1994 0 0 1961 
Fit Permitted 0.903 0.992 
Satd. Flow (perm) 0 1810 0 0 1948 
Right Turn on Red Yes 

Satd. Flow (RTOR) 7 

Link Speed (mph) 30 30 
Link Distance (ft) 215 1126 
Travel Time (s) 4.9 25.6 
Peak Hour Factor 0.88 088 088 088 0.88 
Heavy Vehicles (%) 0% 0% 0% 0% 0% 
Adj. Flow (vph) 90 736 74 6 559 
Shared Lane Traffic (%) 

Lane Group Flow (vph) 0 900 0 0 566 
Enter Blocked Intersection No No No No No 
Lane Alignment Left Left Right Left Left 
Median Width(ft) 0 0 
Link Offset(ft) 0 0 
Crosswalk Width(ft) 16 16 
Two way Left Turn Lane 

Headway Factor 0.92 092 092 096 0.96 
Turning Speed (mph) 15 9 15 

Number of Detectors 1 2 1 2 
Detector Template Left Thru Left Thru 
Leading Detector (ft) 20 100 20 100 
Trailing Detector (ft) 0 0 0 0 
Detector 1 Position(ft) 0 0 0 0 
Detector 1 Size(ft) 20 6 20 6 
Detector 1 Type CI+Ex CI+Ex CI+Ex CI+Ex 
Detector 1 Channel 

Detector 1 Extend (s) 0.0 0.0 0.0 0.0 
Detector 1 Queue (s) 0.0 0.0 0.0 0.0 
Detector 1 Delay (s) 0.0 0.0 0.0 0.0 
Detector 2 Position(ft) 94 94 
Detector 2 Size(ft) 6 6 
Detector 2 Type CI+Ex CI+Ex 
Detector 2 Channel 

Detector 2 Extend (s) 0.0 0.0 
Turn Type Perm NA Perm NA 
Protected Phases 4 8 
Permitted Phases 4 8 
Detector Phase 4 4 8 8 
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11/06/2020 

SBL SBT SBR 
b 

0 5 104 

0 5 104 


1900 1900 1900 

12 12 12 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 





39: Brooks Avenue & Lake Street 11/06/2020 
F+ry ft Xa tf ery d a 

Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 40 40 40 40 
Minimum Split (s) 21.0 21.0 21.0 21.0 90 21.0 14.0 14.0 
Total Split (s) 28.0 28.0 28.0 28.0 10.0 24.0 14.0 14.0 
Total Split (%) 38.6% 38.6% 38.6% 38.6% 13.8% 33.1% 19.3% 19.3% 
Maximum Green (s) 24.0 24.0 24.0 24.0 6.0 20.0 10.0 10.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 1.0 1.0 1.0 1.0 1.0 1.0 1.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 4.0 4.0 4.0 4.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None None Min Min Min 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 25.0 25.0 6.6 6.6 
Actuated g/C Ratio 0.58 0.58 0.15 0.15 
vic Ratio 0.85 0.50 0.10 0.38 
Control Delay 21.8 10.4 17.5 8.7 
Queue Delay 48.8 0.0 0.0 0.0 
Total Delay 70.6 10.4 17.5 8.7 
LOS E B B A 
Approach Delay 70.6 10.4 eo 8.7 
Approach LOS E B B A 
Intersection Summary 
Area Type: Other 
Cycle Length: 72.5 
Actuated Cycle Length: 42.8 
Natural Cycle: 90 
Control Type: Actuated-Uncoordinated 
Maximum v/c Ratio: 0.85 
Intersection Signal Delay: 43.6 Intersection LOS: D 
Intersection Capacity Utilization 86.3% ICU Level of Service E 
Analysis Period (min) 15 
Splits and Phases: 39: Brooks Avenue & Lake Street 

102 —Pp4 Eos 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 11/06/2020 
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Queues 


39: Brooks Avenue & Lake Street 11/06/2020 
++ t 4 
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Queue shown is maximum after two cycles. 
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2027 No-Build Weekday Morning Peak Hour 


HCM 6th TWSC 


10: Wilson Avenue & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 0.3 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 614 3 iiog 5 1 
Future Vol, veh/h 614 3 1 1189 5 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor (Sa See nO ae OMT O 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 819 4 1 1367 a 1 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 823 0 2190 821 
Stage 1 - - - - 821 - 
Stage 2 - - - - 1369 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 816 =n TG) 
Stage 1 - - - - 436 - 
Stage 2 - - - - 239 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - - 816 - 51 378 
Mov Cap-2 Maneuver - - - - 51 
Stage 1 - - - - 436 
Stage 2 - - - - 238 
Approach EB WB NB 
HCM Control Delay, s 0 0 74 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 60 - - 816 

HCM Lane VIC Ratio 0.133 - - 0.001 

HCM Control Delay (s) 74 - - 94 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 0.4 - - 0 
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HCM 6th TWSC 


16: Littlejohn Street & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 2 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 601 14 5 1166 24 6 
Future Vol, veh/h 601 14 5 1166 24 6 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor ® © 8 8 6 6 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 801 19 5 1254 32 8 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 820 0 2075 811 
Stage 1 - - - - 811 - 
Stage 2 - - - - 1264 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 818 - 60 383 
Stage 1 - - - - 440 - 
Stage 2 - - - - 268 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - Sos - 59 383 
Mov Cap-2 Maneuver - - - - 59 
Stage 1 - - - - 440 
Stage 2 - - - - 263 
Approach EB WB NB 
HCM Control Delay, s 0 0 107.5 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 11 - - 818 

HCM Lane V/C Ratio 0.563 - - 0.007 

HCM Control Delay (s) 107.5 - - 94 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 24 - - 0 
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HCM 6th TWSC 


26: Homestead Road & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 0.4 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 605 5 3 1164 7 1 
Future Vol, veh/h 605 5 3 1164 7 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor ® © 8 8 6 6 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 807 7 3 1252 9 1 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 814 0 2069 811 
Stage 1 - - - - 811 - 
Stage 2 - - - - 1258 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 822 - 60 383 
Stage 1 - - - - 440 - 
Stage 2 - - - - 270 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - - 822 - 59 383 
Mov Cap-2 Maneuver - - - - 59 
Stage 1 - - - - 440 
Stage 2 - - - - 267 
Approach EB WB NB 
HCM Control Delay, s 0 0 69.8 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 66 - 822 

HCM Lane V/C Ratio 0.162 - - 0.004 

HCM Control Delay (s) 69.8 - - 94 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 0.5 - - 0 
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HCM 6th TWSC 


29: Burch Street /Alfred Road & Lake Street 


Intersection 

Int Delay, s/veh 1.1 
Movement EBL 
Lane Configurations 

Traffic Vol, veh/h 0 
Future Vol, veh/h 0 
Conflicting Peds, #/hr 0 
Sign Control Free 
RT Channelized - 
Storage Length 


Veh in Median Storage, # 
Grade, % - 
Peak Hour Factor 19 


Heavy Vehicles, % 0 
Mvmt Flow 0 
Major/Minor Major1 
Conflicting Flow All 1201 

Stage 1 - 

Stage 2 - 
Critical Hdwy 4.1 


Critical Hdwy Stg 1 
Critical Hdwy Stg 2 


Follow-up Hdwy 2.2 

Pot Cap-1 Maneuver 588 
Stage 1 - 
Stage 2 


Platoon blocked, % 
Mov Cap-1 Maneuver 588 
Mov Cap-2 Maneuver 

Stage 1 

Stage 2 


Approach EB 
HCM Control Delay, s 0 
HCM LOS 


Minor Lane/Major Mvmt 
Capacity (veh/h) 

HCM Lane VIC Ratio 
HCM Control Delay (s) 
HCM Lane LOS 

HCM 95th %tile Q(veh) 


EBT 

Oa 
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585 
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18 
18 

0 
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NBLn1 


101 


0.272 


53.5 
F 


1 


19 


23 


0 


EBL 
588 


oro, 


WBL 


8 
8 
0 
Free 


Oo 


Major2 
764 


44 


2.2 
858 


858 


WB 
0.1 


EBT 


WBT WBR 
+ 
1148 5 
1148 5 
0 0 
Free Free 
- None 
0 
0 : 
96 96 
0 0 
1196 5 
0 0 
EBR WBL 
858 
0.01 
9.2 
A 
0 
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NBL NBT NBR 
rary 
8 0 14 
8 0 14 
0 0 0 
Stop Stop Stop 
- - None 
0 
i 0 : 
80 80 80 
0 0 10 
10 0 18 
Minor‘ 
1974 1970 753 
753-753 
1221 1217 
cl OO eOrS 
6.1 5.5 
G1 85 
3.5 4 3.39 
47 = 63S: 3397 
405 420 - 
222 256 
44. 61 397 
44.61 - 
405 420 
204 249 
NB 
53.5 
F 
WBT WBRSBLn‘1 
- 108 
- 0.151 
0 - 442 
A - E 
0.5 


SBL SBT SBR 
4 0 11 
4 0 11 
0 0 0 
Stop Stop Stop 
- - None 
0 
- 0 - 
92 92 92 
0 0 0 
4 0 12 
Minor2 
1977 1979 1199 
1215 1215 - 
762 764 - 
71 65 6.2 
6.1 5.5 - 
Gil 65 - 
3.5 4 3.3 
47 62 228 
224 256 - 
400 416 
44. 60 228 
44 60 - 
224 249 
382 416 
SB 
44.2 
E 
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HCM 6th TWSC 


33: Margaret Street/Lakehill Avenue & Lake Street 


Intersection 
Int Delay, s/veh 


Movement 

Lane Configurations 
Traffic Vol, veh/h 
Future Vol, veh/h 
Conflicting Peds, #/hr 
Sign Control 

RT Channelized 
Storage Length 


47 


EBL 


3 
3 
0 


Free 


Veh in Median Storage, # 


Grade, % 

Peak Hour Factor 
Heavy Vehicles, % 
Mvmt Flow 


Major/Minor 
Conflicting Flow All 
Stage 1 
Stage 2 
Critical Hdwy 
Critical Hdwy Stg 1 
Critical Hdwy Stg 2 
Follow-up Hdwy 
Pot Cap-1 Maneuver 
Stage 1 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 
Mov Cap-2 Maneuver 
Stage 1 
Stage 2 


Approach 
HCM Control Delay, s 
HCM LOS 


Minor Lane/Major Mvmt 


Capacity (veh/h) 
HCM Lane VIC Ratio 


HCM Control Delay (s) 


HCM Lane LOS 


HCM 95th %tile Q(veh) 


84 
0 
4 


Major1 
1174 


41 


2.2 
602 


602 


EB 
0.1 
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NBT 


0 
0 
0 
Stop 


NBR 


22 
22 

0 
Stop 


- None 


2246 
1022 
1224 


218 


1014 


218 


29 


- 0.196 


39.6 
E 
0.7 


EBT EBR WBL WBT WBR NBL 
ef ef 
593 7 24 1136 3 9 
593 7 24 1136 3 i) 
0 0 304 0 0 0 
Free Free Free Free Free Stop 
- None - None - 
0 - - 0 
0 - - 0 - - 
84 84 OF OF OF 75 
2 0 0 0 0 0 
706 6S 2) ll 3 12 
Major2 Minor 
0 0 1018 0 0 2255 
- - - 1022 
- 1233 
4.1 - - 71 
- - - 6.1 
- - Ol 
2.2 - - 35 
689 - - 30 
- - - 287 
219 
514 - - 18 
- - - 18 
212 
171 
WB NB 
0.3 192.1 
F 
NBLni EBL EBT EBR WBL WBT WBRSBLn1 
52 602 514 
0.795 0.006 - 0.048 
192.1 11 0 12.4 0 
F B A - B A 
3.3 0 - - 0.2 


SBL 


Minor2 
1956 
1223 

7133 


SBT 


SBR 


16 
16 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


0.928 
0.977 
1933 
0.977 
1933 


49 
1126 
25.6 
0.91 

1% 

284 


604 


Prot 


Yes 


0.91 
1% 
320 


No 
Right 


0.85 


y 2. * %& 
SET SER  NWL NWT 
+t 
851 608 402 454 
851 608 402 454 
1900 1900 1900 1900 
11 10 11 12 
55 150 
1 1 
25 
0.95 1.00 1.00 1.00 
0.850 
0.950 
3421 1492 1728 1863 
0.133 
3421 1492 242 ~=1863 
Yes 
211 
30 30 
640 645 
14.5 14.7 
0.92 092 092 0.92 
2% 1% 1% 2% 
925 661 437 493 
925 661 437 493 
No No No No 
Left Right Left Left 
11 11 
0 0 
16 16 
1.04 1.09 1.04 1.00 
9 15 
2 1 1 2 
Thru Right Left Thru 
100 20 20 100 
0 0 0 0 
0 0 0 0 
6 20 20 6 
CI+Ex CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm pm+pt NA 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/40/2020 
Fax 29 N XN 

Lane Group EBL EBR SET SER NWL_ NWT @9 

Protected Phases 4 6 5 2 9 

Permitted Phases 6 2 

Detector Phase 4 6 6 5 2 

Switch Phase 

Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 4.0 

Minimum Split (s) 23.0 23.0 23.0 10.0 23.0 19.0 

Total Split (s) 29.0 38.0 380 150 530 23.0 

Total Split (%) 27.6% 36.2% 36.2% 14.3% 50.5% 22% 

Maximum Green (s) 22.0 31.0 31.0 90 46.0 20.0 

Yellow Time (s) 4.0 4.0 4.0 3.0 4.0 2.0 

All-Red Time (s) 3.0 3.0 3.0 3.0 3.0 1.0 

Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 

Total Lost Time (s) 7.0 7.0 7.0 6.0 7.0 

Lead/Lag Lag Lag Lead 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 

Recall Mode None Max Max None Max None 

Walk Time (s) 5.0 

Flash Dont Walk (s) 11.0 

Pedestrian Calls (#/hr) 20 

Act Effct Green (s) 22.2 31.3 313 475 465 

Actuated g/C Ratio 0.25 0.35 0.35 0.53 0.52 

vic Ratio 1.17 0.77 1.00 1.57 0.51 

Control Delay 126.4 33.0 586 2928 183 

Queue Delay 0.0 0.0 0.0 0.0 0.0 

Total Delay 126.4 33.0 586 2928 183 

LOS F C E F B 

Approach Delay 126.4 43.6 147.3 

Approach LOS Fi D Es 


Intersection Summary 

Area Type: Other 

Cycle Length: 105 

Actuated Cycle Length: 89.6 

Natural Cycle: 150 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.57 

Intersection Signal Delay: 90.6 Intersection LOS: F 
Intersection Capacity Utilization 94.6% ICU Level of Service F 
Analysis Period (min) 15 


Splits and Phases: 2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 





%, + 04 Ekoo 
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Queues 
2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/10/2020 


*¥*x. DS KN *K 


Lane Group Flow (vph) 604 925 661 437 493 


Control Delay 1264 33.0 586 2928 183 


Total Delay 1264 33.0 586 2928 183 


Queue Length 95th (ft) #698 #409 #604 #559 332 


x 
Cc 
S 
DS 
w 
o 

< 
= 
oO 
D> 

ca 
2 
a> 


(ft) 55-150 


nO 
— 
cot) 
= 
9 
St 
S 
a 
Oo 
fA) 
so 
az 
@ 
a 
c< 
2 
=> 
o 
oO 
oO 
Oo 
Oo 


wD 
2 
9S 
3 
a 
oO 
QO 
© 
so 
A 
@o 
a 
Cc 
g 
i 
o 
°o 
°o 
°o 
°o 





Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
5: Route 2 EB On/Off Ramps & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


> YY 
EBT EBR’ WBL 
c 
311 493 210 
311 493 210 
1900 1900 1900 
16 16 10 
150 110 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
2132 1812 1685 
0.950 
2132 1812 1685 
Yes 
333 
30 
239 
5.4 
0.91 0.91 0.84 
1% 1% 0% 
342 542 250 
342 542 250 
No No No 
Left Right Left 
12 
0 
16 
0.85 0.85 1.09 
9 15 
2 1 1 
Thru Right Left 
100 20 20 
0 0 0 
0 0 0 
6 20 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 
0.0 
NA Free Prot 


<_— 


WBT 
+4 
419 
419 

1900 

11 


0.95 


3455 


3455 


30 
505 
11.5 
0.84 

1% 
499 


499 
No 
Left 
12 


16 


1.04 


Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
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an \ # 
NBU NBL NBR 
i ff 
271 221 520 
271 221 520 
1900 1900 1900 
12 16 14 
0 0 
1 1 

25 
1.00 1.00 1.00 
0.850 

0.950 
0 2037 1706 

0.950 
0 2037 1706 
Yes 
402 

30 

387 

8.8 
0.91 0.91 0.91 
0% 1% 1% 
298 243 Sia 
0 541 Sal 
No No No 
RNA Left Right 

16 

0 

16 
1.00 0.85 0.92 
9 5) 9 
1 1 1 
Left Left Right 
20 20 20 
0 0 0 
0 0 0 
20 20 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
Perm Prot Perm 
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Lanes, Volumes, Timings 


5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 
>- yy €£ ~*~ an N A 
Lane Group EBT EBR  WBL WBT NBU NBL _ NBR 
Protected Phases 4 3 8 2 
Permitted Phases Free 2 2 
Detector Phase 4 3 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 40 
Minimum Split (s) 21.0 90 21.0 21.0 21.0 21.0 
Total Split (s) 74.0 25.0 990 21.0 21.0 21.0 
Total Split (%) 61.7% 20.8% 82.5% 17.5% 17.5% 17.5% 
Maximum Green (s) 69.0 20.0 940 160 160 16.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 5.0 5.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 
Act Effct Green (s) 15.7 63.2 16.2 37.0 16.2 16.2 
Actuated g/C Ratio 0.25 1.00 0.26 0.59 0.26 0.26 
vic Ratio 0.64 0.30 0.58 0.25 1.04 0.78 
Control Delay 27.7 0.4 27.3 6.5 78.8 16.8 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 27.7 0.4 27.3 6.5 78.8 16.8 
LOS C A C A E B 
Approach Delay 11.0 13.4 47.0 
Approach LOS B B D 
Intersection Summary 
Area Type: Other 


Cycle Length: 120 

Actuated Cycle Length: 63.2 

Natural Cycle: 60 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.04 

Intersection Signal Delay: 26.2 Intersection LOS: C 
Intersection Capacity Utilization 67.8% ICU Level of Service C 
Analysis Period (min) 15 


Splits and Phases: 5: Route 2 EB On/Off Ramps & Lake Street 





* G2 : 3 —ho4 
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Queues 
5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 


>-y £f ~*~ \ Pf 


Lane Group Flow (vph) 342 542 250 499 541 571 


27.7 0.4 27.3 6.5 788 16.8 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ =~ 

EBL EBT 

224 607 

224 607 

1900 1900 

12 12 
250 
1 
25 

1.00 1.00 
0.950 

1805 1881 
0.950 

1805 1881 

30 

505 

11.5 

0.88 0.88 

0% 1% 

255 690 

255 690 

No No 

Left Left 

12 

0 

16 

1.00 1.00 
15 

1 2 

Left Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 

Prot NA 


—. 
EBR 


1900 
12 


1.00 


Yes 


0.88 
0% 


No 
Right 


1.00 


0.92 
0% 


No 
Left 


1.00 
15 
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WBT 


478 
478 
1900 
11 


1.00 


1837 


1837 


30 
380 


0.92 
0% 
520 


520 
No 
Left 
12 


16 


1.04 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 
NA 


WBR 


716 
716 
1900 


15 
1.00 
0.850 
1492 
1492 


Yes 
490 


0.92 
1% 
178 


178 


No 
Right 


Perm 


0.92 
0% 


No 
Left 


1.00 
15 


ae) 
SET SER 
0 0 
0 0 
1900 1900 
12 12 
0 
0 
1.00 1.00 
0 0 
0 0 
Yes 
30 
459 
10.4 
0.92 0.92 
0% 0% 
0 0 
0 0 
No No 
Left Right 
11 
0 
16 
1.00 1.00 
9 


11/10/2020 
~~ % 
NWL NWT NWR 

i ¢ rE 
151 6 10 
151 6 10 

1900 1900 1900 

11 12 16 
100 0 

1 1 

25 
0.95 0.95 1.00 
0.850 
0.950 0.956 
1579 1594 1830 
0.950 0.956 
1579 1594 1830 
Yes 
136 
30 
529 
12.0 
0.81 0.81 0.81 
5% 50% 0% 
186 7 12 
48% 
97 96 12 
No No No 
Left Left Right 

11 

0 

16 
1.04 1.00 0.85 

115 9 

1 2 1 
Left Thru Right 

20 100 20 
0 0 0 
0 0 0 
20 6 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 

94 

6 

CI+Ex 

0.0 
Split NA Perm 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 11/10/2020 
yFwenuaecTrhyernx aN NE 
Lane Group EBL EBT  EBR  WBL WBT WBR _ SEL SET SER NWL NWT NWR 
Protected Phases i 4 8 2 2 
Permitted Phases 8 2 
Detector Phase iG 4 8 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 8.5 22.0 22.0 22.0 22.0 22.0 22.0 
Total Split (s) 16.0 38.0 22.0 22.0 22.0 22.0 22.0 
Total Split (%) 26.7% 63.3% 36.7% 36.7% 36.7% 36.7% 36.7% 
Maximum Green (s) 11.5 32.0 16.0 16.0 16.0 16.0 16.0 
Yellow Time (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
All-Red Time (s) 0.5 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 45 6.0 6.0 6.0 6.0 6.0 6.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 0 
Act Effct Green (s) 11.0 31.5 16.0 16.0 16.0 16.0 16.0 
Actuated g/C Ratio 0.18 0.53 0.27 = 0.27 0.27 0.27 80.27 
vic Ratio 0.77 ~—«0..69 1.05 1.03 0.23 0.22 0.02 
Control Delay 40.9 15.0 81.3 51.2 19.0 18.9 0.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 40.9 15.0 81.3 51.2 19.0 18.9 0.1 
LOS D B F D B B A 
Approach Delay 22.0 63.2 17.8 
Approach LOS C E B 
Intersection Summary 
Area Type: Other 


Cycle Length: 60 

Actuated Cycle Length: 59.5 

Natural Cycle: 80 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.05 

Intersection Signal Delay: 43.5 Intersection LOS: D 
Intersection Capacity Utilization 74.8% ICU Level of Service D 
Analysis Period (min) 15 


Splits and Phases: 7: Route 2 WB Off Ramp & Lake Street 
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Queues 
7: Route 2 WB Off Ramp & Lake Street 11/10/2020 
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Lane Group Flow (vph) 255 690 520 778 97 96 12 


409 150 813 512 190 189 0.1 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—# 
EBL 


1900 


1.00 


1.10 
15 


— 
EBT 


1900 


1.00 


—_— 


WBT 
+44 
1596 
1596 
1900 
13 
0.91 


4729 
4729 
30 
192 
4.4 
0.90 
2% 
1773 
1773 


Left 


e. 


WBR 


0 

0 
1900 
13 
1.00 


1.10 
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SWL 


1900 


1.00 


1.10 
15 


SWR 
1062 
1062 
1900 


0.88 
0.850 


2617 


2617 
Yes 


0.85 

1% 
1249 
1249 


Right 


1.10 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


custom 
34 


34 


@3 


4 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


—* 


Lane Group EBL 
Switch Phase 
Minimum Initial (s) 
Minimum Split (s) 
Total Split (s) 

Total Split (%) 
Maximum Green (s) 
Yellow Time (s) 
All-Red Time (s) 

Lost Time Adjust (s) 
Total Lost Time (s) 
Lead/Lag 

Lead-Lag Optimize? 
Vehicle Extension (s) 
Recall Mode 

Walk Time (s) 

Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 
Actuated g/C Ratio 
vic Ratio 

Control Delay 
Queue Delay 

Total Delay 

LOS 

Approach Delay 
Approach LOS 


Intersection Summary 

Area Type: CBD 
Cycle Length: 120 

Actuated Cycle Length: 120 


+ 
— 


EBT _WBT 


10.0 
15.0 
58.0 
48.3% 
53.0 


e 


WBR 


Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 


Natural Cycle: 110 

Control Type: Actuated-Coordinated 
Maximum vic Ratio: 1.09 

Intersection Signal Delay: 31.9 
Intersection Capacity Utilization 84.7% 
Analysis Period (min) 15 


- 


SWL SWR 


56.0 
0.47 
1.02 
62.8 
62.8 


62.8 


Intersection LOS: C 


@3 


10.0 
19.0 
36.0 
30% 
30.0 

4.0 

2.0 


Lead 


3.0 
Max 


8.0 


ICU Level of Service E 


Splits and Phases: 11: Route 2/Alewife Brook Parkway & Route 16 


4 


10.0 
15.0 
26.0 
22% 
21.0 


1.5 


Lag 


3.0 
Max 
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Queues 
11: Route 2/Alewife Brook Parkway & Route 16 11/40/2020 
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Lane Group Flow (vph) 1773 = 1249 
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Queue shown is maximum after two cycles. 


Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
12: Alewife Brook Parkway & Route 2 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—* 


EBL 
Ki 
505 
505 

1900 

13 

0.97 


0.950 
3224 
0.950 
3224 


0.97 
1% 
521 


521 


No 
Left 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
4 


4 


‘~ 


WBR 
if 
169 
169 
1900 
16 
1.00 
0.865 


1581 


1581 


0.94 
6% 
180 
180 


RNA 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
2! 


2 


t 


SBT 
+4 
506 
506 

1900 

13 

0.95 


3291 


3291 


30 
202 
46 
0.85 
2% 
595 


595 
No 
Left 
0 

0 
16 


1.10 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
3 


3 


~ 


NWT 


+4 
1427 


1427 
1900 


0.95 


3291 
3291 
30 
278 
0.90 
2% 
1586 
1586 


LNA 
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Lanes, Volumes, Timings 


12: Alewife Brook Parkway & Route 2 11/10/2020 
se tL % 
Lane Group EBL WBR SBI NWT 
Switch Phase 
Minimum Initial (s) 10.0 10.0 10.0 10.0 
Minimum Split (s) 15.0 15.0 19.0 15.0 
Total Split (s) 26.0 580 36.0 58.0 
Total Split (%) 21.7% 48.3% 30.0% 48.3% 
Maximum Green (s) 21.0 530 300 53.0 
Yellow Time (s) Oro 4.0 4.0 4.0 
All-Red Time (s) 1.5 1.0 2.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 6.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 
Recall Mode Max C-Max Max C-Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 21.0 53.0 30.0 53.0 
Actuated g/C Ratio 0.18 044 0.25 0.44 
vic Ratio 0.92 0.26 0.72 1.09 
Control Delay (22. 143 47.1 85.5 
Queue Delay 0.0 2.4 0.0 3.6 
Total Delay 722 167 47.1 89.1 
LOS E B D F 
Approach Delay 47.1 89.1 
Approach LOS D F 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.09 

Intersection Signal Delay: 72.8 Intersection LOS: E 
Intersection Capacity Utilization 103.7% ICU Level of Service G 
Analysis Period (min) 15 

!_ Phase conflict between lane groups. 


Splits and Phases: 12: Alewife Brook Parkway & Route 2 
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Queues 


12: Alewife Brook Parkway & Route 2 11/40/2020 
ws = | ®& 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 


A 


EBL 


0.92 
2% 


No 
Left 


1.14 
15 


mii Yy 
EBT  EBR 
0 0 
0 0 
1900 1900 
0 
0 
1.00 1.00 
0 0 
0 0 
No 
30 
161 
3.7 
0.92 0.92 
2% 2% 
0 0 
0 0 
No No 
Left Right 
0 
0 
16 
1.14 1.14 
9 


— 

o 

WBL WBT 

+ 

0 169 

0 169 

1900 1900 
0 
0 
25 

1.00 1.00 

0 1613 

0 1613 

30 

1225 

27.8 

0.92 0.92 

0% 6% 

0 184 

0 184 

No No 

Left Left 

0 

0 

16 

1.14 1.14 
15 

2 

Thru 

100 

0 

0 

6 

CI+Ex 

0.0 

0.0 

0.0 

94 

6 

CI+Ex 

0.0 
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WBR NBL NBT 
if +4 


54 0 224 
54 0 224 


1900 1900 1900 
200 0 
1 0 
25 
100 1.00 0.95 
0.850 
1333 0 3154 
1333 0 3154 
No No 
30 
227 
5.2 
2 


0.92 0.92 0.90 
9% 2% 3% 
59 0 249 


59 0 249 
No No No 
Right Left Left 


0 

0 

16 

114 114 1.14 
9 15 

1 2 

Right Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 


No 
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SBL SBT _— SBR 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 

25 


1.00 1.00 1.00 


0 0 0 
0 0 0 
No 

30 

185 

42 


0 0 0 
0 0 0 
No No No 
Left Left Right 
0 
0 
16 
114 114 1.14 
15 9 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 2 4 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 

Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
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Lanes, Volumes, Timings 


13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
F+ry fT XA tf ere di a 
Lane Group EBL EBT  EBR  WBL WBI WBR_ NBL NBI NBR _ SBL_ SBI __ SBR 
Turn Type NA Prot NA 
Protected Phases 24 24 3 
Permitted Phases 
Detector Phase 24 24 3 
Switch Phase 
Minimum Initial (s) 10.0 
Minimum Split (s) 19.0 
Total Split (s) 36.0 
Total Split (%) 30.0% 
Maximum Green (s) 30.0 
Yellow Time (s) 4.0 
All-Red Time (s) 2.0 
Lost Time Adjust (s) 0.0 
Total Lost Time (s) 6.0 
Lead/Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 
Recall Mode Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 79.0 79.0 30.0 
Actuated g/C Ratio 0.66 0.66 0.25 
vic Ratio 0.17 ~=—- 0.07 0.32 
Control Delay 8.4 76 38.0 
Queue Delay 0.1 0.0 0.0 
Total Delay 8.5 7.6 38.0 
LOS A A D 
Approach Delay 8.3 38.0 
Approach LOS A D 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.09 

Intersection Signal Delay: 23.3 Intersection LOS: C 
Intersection Capacity Utilization 27.4% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 





#11 #12 #13 +14 #11 #12 13 +14 #11 +12 #13 +14 


Eas BF Ss 02 = t t Mos ~“ Be. 





Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 18 


Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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Total Split (s) 58.0 26.0 


Maximum Green (s) 53.0 21.0 


All-Red Time (s) 10 15 


Total Lost Time (s) 


Lead-Lag Optimize? 


Recall Mode C-Max Max 


Flash Dont Walk (s) 


Act Effct Green (s) 


vic Ratio 


Queue Delay 


Approach LOS 
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Queues 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 


- A 7 


Lane Group Flow (vph) 184 59 249 


8.4 76 = 38.0 


QO 
° 

D> 

=> 
o 
Oo 
QO 
a 
< 


ey 
= 
2 
oD 
Qo 
< 
oo 
on 


76 = 38.0 


oo 
= 
oo 
—s 
—* 
Ro 
= 


Queue Length 95th (ft) 


x 
Cc 
S 
DS 
w 
o 

< 
= 
oO 
D> 

i<o} 
2 
a> 


(ft) 200 


oO 
oOo 
oO 


Starvation Cap Reductn 


oO 
oO 
oO 


Storage Cap Reductn 





Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 20 


Lanes, Volumes, Timings 
14: Alewife Brook Parkway & Route 2 


w Fy KA 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


\, 


CI+Ex 
0.0 


0.0 


Prot 
3 


3 


SBR 


1900 


1.00 


SEL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SET 
7 
1102 
1102 
1900 
13 
0.95 


3324 


3324 


30 
297 
6.8 
0.97 
1% 
1136 


1136 
No 
Left 
0 

0 

16 


24 
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0 
1900 
13 
1.00 


1.10 


NWR 


0 

0 
1900 
13 
1.00 
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Lanes, Volumes, Timings 


14: Alewife Brook Parkway & Route 2 11/10/2020 
kw #*yN KA 

Lane Group SBL SBR SEL SET NWT NWR 2 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 19.0 15.0 15.0 

Total Split (s) 36.0 58.0 26.0 

Total Split (%) 30.0% 48% 22% 

Maximum Green (s) 30.0 53.0 21.0 

Yellow Time (s) 4.0 4.0 Oro 

All-Red Time (s) 2.0 1.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 6.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode Max C-Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 30.0 79.0 

Actuated g/C Ratio 0.25 0.66 

vic Ratio 0.62 0.52 

Control Delay 2.8 11.7 

Queue Delay 1.0 0.0 

Total Delay 3.7 eG 

LOS A B 

Approach Delay 3.7 eee 

Approach LOS A B 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.09 

Intersection Signal Delay: 9.0 Intersection LOS: A 
Intersection Capacity Utilization 59.1% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 14: Alewife Brook Parkway & Route 2 
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Queues 
14: Alewife Brook Parkway & Route 2 11/40/2020 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 
Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


- 


EBL 


1900 


1.00 


0.88 
15 


— 
EBT 
618 
618 
1900 


15 
1.00 


2049 
2049 
30 
135 
0.84 
2% 
736 


736 


y 


EBR 


0 

0 
1900 
15 
1.00 


¢ 


WBL 


1900 


1.00 


0.85 
15 
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_— 
WBT 
1163 
1163 
1900 


1.00 


2153 
2153 
30 
215 
0.97 
0% 
1199 
1199 


Left 


~ 


WBR 


1900 


1.00 


0.85 
9 


“ 


NBL 


1900 


1.00 


1.00 
15 


t 


NBT 


1900 


1.00 


Ff 


NBR 


1900 


1.00 


11/10/2020 
SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
12 12 12 
1.00 1.00 1.00 
0 0 0 
0 0 0 
Yes 

30 

206 

47 
0.92 0.92 0.92 
0% 0% 0% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
1.00 1.00 1.00 
15 9 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group @2 @5 @6 @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 2 5 6 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 


36: Minuteman Commuter Bikeway & Lake Street 11/10/2020 
F+ry ft Xa terry ta 
Lane Group EBL EBT EBR  WBL WBIT WBR NBL NBI NBR _ SBL_ SBI __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 
Minimum Split (s) 20.5 20.5 
Total Split (s) 58.0 58.0 
Total Split (%) 58.0% 58.0% 
Maximum Green (s) 56.0 56.0 
Yellow Time (s) 2.0 2.0 
All-Red Time (s) 0.0 0.0 
Lost Time Adjust (s) 0.0 0.0 
Total Lost Time (s) 2.0 2.0 
Lead/Lag 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 
Recall Mode Max Max 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.1 56.1 
Actuated g/C Ratio 0.61 0.61 
vic Ratio 0.59 0.92 
Control Delay 14.7 NG 
Queue Delay 0.0 30.3 
Total Delay 14.7 44.0 
LOS B D 
Approach Delay 14.7 44.0 
Approach LOS B D 
Intersection Summary 
Area Type: Other 


Cycle Length: 100 

Actuated Cycle Length: 92.7 

Natural Cycle: 100 

Control Type: Semi Act-Uncoord 

Maximum vic Ratio: 0.99 

Intersection Signal Delay: 32.9 Intersection LOS: C 
Intersection Capacity Utilization 64.5% ICU Level of Service C 
Analysis Period (min) 15 


Splits and Phases: 36: Minuteman Commuter Bikeway & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
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Queues 


36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
— = 


Lane Group Flow (vph) 736 = 1199 


14.7 = 13.7 
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Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


39: Brooks Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


0.91 
0% 
34 


Left 


CI+Ex 
0.0 


0.0 
0.0 


Perm 


4 
4 


— 
EBT 


541 
541 
1900 
14 
1.00 
0.990 
0.998 
1978 
0.916 
1815 


7 

30 
215 
49 
0.91 
1% 
595 


680 
No 
Left 
0 

0 
16 


0.92 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


4 


y 


Yes 


0.91 
5% 
51 


Right 


0.92 


WBL 


1900 


1.00 


CI+Ex 
0.0 


0.0 
0.0 


Perm 


8 
8 
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<— 
WBT 


Oe 
1004 
1004 
1900 


1.00 


1944 
0.997 
1938 


30 
1126 
25.6 
0.87 

1% 
1154 


1161 


Left 


16 


0.96 


Thru 
100 

0 

0 

6 
CI+Ex 


WBR 


1900 


1.00 


0.75 
0% 
51 


Left 


CI+Ex 
0.0 


0.0 
0.0 


pm+pt 


11/10/2020 
tps ¥ 
NBT NBR SBL SBI SBR 
ee + 
4 5 3 7 121 
4 5 3 7 121 
1900 1900 1900 1900 1900 
12 12 12 12 12 
1.00 1.00 1.00 1.00 1.00 
0.985 0.875 
0.961 0.999 
1799 0 0 1661 0 
0.422 0.994 
790 0 0 1653 0 

Yes Yes 
6 155 
30 30 
206 208 
47 47 
0.75 0.75 0.78 0.78 0.78 
0% 0% 0% 0% 0% 
5 7 4 9 155 
63 0 0 168 0 
No No No No No 
Left Right Left Left Right 
0 0 
0 0 
16 16 
1.00 1.00 1.00 1.00 1.00 
9 15 9 
2 1 2 
Thru Left Thru 
100 20 100 
0 0 0 
0 0 0 
6 20 6 
CI+Ex CItEx Cl+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm NA 
2 6 
6 
2 6 6 
Synchro 10 Report 


Page 29 


Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 





39: Brooks Avenue & Lake Street 11/10/2020 

Fowory ret Xa fr bid 
Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 40 40 40 40 40 40 40 
Minimum Split (s) 20.5 20.5 20.5 20.5 90 21.0 14.0 14.0 
Total Split (s) 58.0 58.0 58.0 58.0 10.0 24.0 14.0 14.0 
Total Split (%) 58.0% 58.0% 58.0% 58.0% 10.0% 24.0% 14.0% 14.0% 
Maximum Green (s) 56.0 56.0 56.0 56.0 6.0 20.0 10.0 10.0 
Yellow Time (s) 2.0 2.0 2.0 2.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 0.0 0.0 0.0 0.0 1.0 1.0 1.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 2.0 2.0 4.0 4.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode Max Max Max Max None Min Min Min 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.1 56.1 12.5 12.5 
Actuated g/C Ratio 0.61 0.61 0.13 0.13 
vic Ratio 0.62 0.99 0.57 0.47 
Control Delay 43 44.4 bond 11.9 
Queue Delay 0.0 18.6 4.0 1.8 
Total Delay 43 62.9 57.7 13.7 
LOS A E E B 
Approach Delay 43 62.9 BY. 13.7 
Approach LOS A E E B 
Intersection Summary 
Area Type: Other 
Cycle Length: 100 
Actuated Cycle Length: 92.7 
Natural Cycle: 100 
Control Type: Semi Act-Uncoord 
Maximum vic Ratio: 0.99 
Intersection Signal Delay: 39.6 Intersection LOS: D 
Intersection Capacity Utilization 76.1% ICU Level of Service D 
Analysis Period (min) 15 
Splits and Phases: 39: Brooks Avenue & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 11/10/2020 
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Queues 


39: Brooks Avenue & Lake Street 11/10/2020 
++ t 4 


Lane Group Flow (vph) 680 1161 63 168 
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Queue shown is maximum after two cycles. 
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2027 No-Build Weekday Evening Peak Hour 


HCM 6th TWSC 


10: Wilson Avenue & Lake Street 11/40/2020 
Intersection 
Int Delay, s/veh 0.4 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 829 3 1 599 9 4 
Future Vol, veh/h 829 3 1 599 9 4 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor 83 83 94 94 75 £75 
Heavy Vehicles, % 0 0 0 0 29 0 
Mvmt Flow 999 4 ics 12 5 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 1003 0 1640 1001 
Stage 1 - - 1001 - 
Stage 2 - - - - 639 - 
Critical Hdwy - - 44 - 669 62 
Critical Hdwy Stg 1 - - - - 5.69 - 
Critical Hdwy Stg 2 - - - 5.69 - 
Follow-up Hdwy - - 22 - 3.761 3.3 
Pot Cap-1 Maneuver - - 698 - 95 297 
Stage 1 - - - - 317 - 
Stage 2 - - - - 478 
Platoon blocked, % : - 
Mov Cap-1 Maneuver - - 698 - 95 297 
Mov Cap-2 Maneuver - - - - 95 
Stage 1 - - - - 317 
Stage 2 - - - - ATT 
Approach EB WB NB 
HCM Control Delay, s 0 0 40 
HCM LOS E 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 120 - - 698 

HCM Lane V/C Ratio 0.144 - - 0.002 

HCM Control Delay (s) 40 - - 10.2 0 

HCM Lane LOS E - - B A 

HCM 95th %tile Q(veh) 0.5 - - 0 
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HCM 6th TWSC 


16: Littlejohn Street & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 0.7 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 827 6 COO mnO 5 
Future Vol, veh/h 827 6 9 585 15 5 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor S/O CC MnO Mann Om (O 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 951 7 10 657 20 7 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 958 0 1632 955 
Stage 1 - - - - 955 - 
Stage 2 - - - - 677 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 2.2 - 35 3.3 
Pot Cap-1 Maneuver - - 726 - 113 316 
Stage 1 - - - - 377 - 
Stage 2 - - - - $09 
Platoon blocked, % - 
Mov Cap-1 Maneuver - - 726 - 111 316 
Mov Cap-2 Maneuver - - - - 111 
Stage 1 - - - - 377 
Stage 2 - - - - 498 
Approach EB WB NB 
HCM Control Delay, s 0 0.2 Bg 
HCM LOS E 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 132 - - 726 

HCM Lane VIC Ratio 0.202 - - 0.014 

HCM Control Delay (s) 39 - - 10 0 

HCM Lane LOS E - - B A 

HCM 95th %tile Q(veh) 0.7 - - 0 
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HCM 6th TWSC 


26: Homestead Road & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 0.3 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 831 1 1 588 6 4 
Future Vol, veh/h 831 1 1 588 6 4 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor CO CC MOC Minn mmo 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 955 1 1 661 8 5 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 956 0 1619 956 
Stage 1 - - - - 956 - 
Stage 2 - - - - 663 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 54 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 2.2 - 35 3.3 
Pot Cap-1 Maneuver - - 727 ea shle 
Stage 1 - - - - 376 - 
Stage 2 - - - - 516 
Platoon blocked, % - 
Mov Cap-1 Maneuver - - 727 - 115 316 
Mov Cap-2 Maneuver - - - - 115 
Stage 1 - - - - 376 
Stage 2 - - - - 515 
Approach EB WB NB 
HCM Control Delay, s 0 0 30.6 
HCM LOS D 


Minor Lane/Major Mvmt NBLn1 EBT EBR WBL WBT 


Capacity (veh/h) 154 - 727 

HCM Lane V/C Ratio 0.087 - - 0.002 

HCM Control Delay (s) 30.6 - - 10 0 

HCM Lane LOS D - - A A 

HCM 95th %tile Q(veh) 0.3 - - 0 
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HCM 6th TWSC 


29: Burch Street /Alfred Road & Lake Street 11/40/2020 
Intersection 
Int Delay, s/veh 1.1 
Movement EBL EBT EBR WBL WBT WBR NBL NBT NBR SBL SBI SBR 
Lane Configurations Pay eb rary rae 
Traffic Vol, veh/h 4 812 (See oro OMS 1 6 3 0 1 
Future Vol, veh/h 4 812 19 11 575 8 13 1 6 3 0 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 0 0 0 0 0 0 
Sign Control Free Free Free Free Free Free Stop Stop Stop Stop Stop Stop 
RT Channelized - - None - - None - - None - - None 
Storage Length - - - - - - - - - - - - 
Veh in Median Storage, # - 0 - - 0 - - 0 - - 0 
Grade, % - 0 - - 0 - - 0 - - 0 - 
Peak Hour Factor a 3 os cd 8 0 mM mM © © fh 1% 
Heavy Vehicles, % 0 0 0 0 0 0 0 0 0 0 0 0 
Mvmt Flow 5 944 22 13 669 9 17 1 8 4 0 1 
Major/Minor Major1 Major2 Minor Minor2 
Conflicting Flow All 678 0 0 966 0 0 1665 1669 955 1670 1676 674 
Stage 1 - - - - - - 965 965 - 700 700 - 
Stage 2 - - - - - - 700 704 - 970 976 - 
Critical Hdwy 4.1 - - 4 - - 71 #65 62 71 65 62 
Critical Hdwy Stg 1 - - - - - - 61 55 - 61 55 - 
Critical Hdwy Stg 2 - - - - - = Of 68 = (ul - 
Follow-up Hdwy 2.2 - - 22 - - 3.5 4 33 3. 4 3.3 
Pot Cap-1 Maneuver 923 - ii - - 78 Of 316 77 #£«°996 458 
Stage 1 - - - - - - 309 336 - 433 444 - 
Stage 2 - - - - - - 433 443 - 307 332 
Platoon blocked, % : - - - 
Mov Cap-1 Maneuver 923 - - 721 - - 7 93 316 72 92 458 
Mov Cap-2 Maneuver - - - - - - 75 = 93 - 72 92 - 
Stage 1 - - - - - - 305 332 - 428 431 
Stage 2 - - - - - - 419 430 - 294 328 
Approach EB WB NB SB 
HCM Control Delay, s 0 0.2 54.9 47 
HCM LOS F E 


Minor Lane/Major Mvmt NBLni EBL EBT EBR WBL WBT WBRSBLn‘1 


Capacity (veh/h) 98 923 - - 721 - - 91 
HCM Lane V/C Ratio 0.272 0.005 - - 0.018 - - 0.059 
HCM Control Delay (s) 549 8.9 0 - 10.1 0 - 47 
HCM Lane LOS F A A - B A - E 
HCM 95th %tile Q(veh) 1 0 - - 0.1 - - 0.2 
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HCM 6th TWSC 


33: Margaret Street/Lakehill Avenue & Lake Street 


Intersection 
Int Delay, s/veh 3.7 
Movement EBL EBT EBR 
Lane Configurations rary 
Traffic Vol, veh/h 19 799 3 
Future Vol, veh/h 19 799 3 
Conflicting Peds, #/hr 0 0 0 
Sign Control Free Free Free 
RT Channelized - None 
Storage Length - - - 
Veh in Median Storage, # - 0 
Grade, % - 0 - 
Peak Hour Factor 83 683883 
Heavy Vehicles, % 0 0 0 
Mvmt Flow 23 963 4 
Major/Minor Major1 
Conflicting Flow All 674 0 0 
Stage 1 - - - 
Stage 2 - 
Critical Hdwy 4.1 
Critical Hdwy Stg 1 - 
Critical Hdwy Stg 2 - 
Follow-up Hdwy 2.2 
Pot Cap-1 Maneuver 927 
Stage 1 - 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 927 
Mov Cap-2 Maneuver 
Stage 1 
Stage 2 
Approach EB 
HCM Control Delay,s 0.2 
HCM LOS 
Minor Lane/Major Mvmt NBLn1 EBL 
Capacity (veh/h) 76 = 927 
HCM Lane VIC Ratio 0.536 0.025 
HCM Control Delay (s) 97.4 9 
HCM Lane LOS F A 
HCM 95th %tile Q(veh) 23 0.1 


WBL WBT WBR 
& 
42 5/77 16 
42 577 16 
304 0 0 
Free Free Free 
- None 
0 
- 0 : 
88 88 88 
0 0 0 
48 656 18 
Major2 
1271 0 0 
41 
2.2 
553 
413 
WB 
1 
EBT EBR WBL 
413 
- 0.116 
0 - 149 
A - B 
0.4 
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NBL 


Minor 
2083 


NBT 


0 
0 
0 
Stop 


NBR 


27 
27 

0 
Stop 


- None 


2085 
1315 
770 


336 


81 


33 


1269 


6.2 


155 


WBT WBRSBLn1 


0 
A 


- 0.305 


82 


67.1 
F 
1.1 


Stop 


80 
0 
11 


Minor2 
1789 
761 
1028 
7.1 

6.1 

6.1 


64 
401 
285 


41 
41 
379 
212 


SB 
67.1 
F 


2078 


464 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


0.947 
0.971 
1980 
0.971 
1980 


28 
1126 
25.6 
0.88 

0% 
476 


784 


Prot 


Yes 


0.88 
0% 
308 


No 
Right 


0.85 


y 2. * & 
SET SER  NWL NWT 
+t 
658 183 336 139 
658 183 336 739 
1900 1900 1900 1900 
11 10 11 12 
55 150 
1 1 
25 
0.95 1.00 1.00 1.00 
0.850 
0.950 
3421 1507 1745 1863 
0.229 
3421 1507 421 1863 
Yes 
82 
30 30 
640 645 
14.5 14.7 
0.92 092 092 0.92 
2% 0% 0% 2% 
115 199 365 803 
115 199 365 803 
No No No No 
Left Right Left Left 
11 11 
0 0 
16 16 
1.04 1.09 1.04 1.00 
9 15 
2 1 1 2 
Thru Right Left Thru 
100 20 20 100 
0 0 0 0 
0 0 0 0 
6 20 20 6 
CI+Ex CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm pm+pt NA 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/10/2020 
Fax 29 N XN 

Lane Group EBL EBR SET SER NWL_ NWT @9 

Protected Phases 4 6 5 2 9 

Permitted Phases 6 2 

Detector Phase 4 6 6 5 2 

Switch Phase 

Minimum Initial (s) 4.0 40 40 40 40 4.0 

Minimum Split (s) 23.0 23.0 23.0 10.0 23.0 19.0 

Total Split (s) 29.0 38.0 380 15.0 53.0 23.0 

Total Split (%) 27.6% 36.2% 36.2% 14.3% 50.5% 22% 

Maximum Green (s) 22.0 31.0 31.0 90 46.0 20.0 

Yellow Time (s) 4.0 4.0 4.0 3.0 4.0 2.0 

All-Red Time (s) 3.0 3.0 3.0 3.0 3.0 1.0 

Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 

Total Lost Time (s) 7.0 7.0 7.0 6.0 7.0 

Lead/Lag Lag Lag Lead 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 

Recall Mode None Max Max None Max None 

Walk Time (s) 5.0 

Flash Dont Walk (s) 11.0 

Pedestrian Calls (#/hr) 20 

Act Effct Green (s) 22.2 31.3 313 475 465 

Actuated g/C Ratio 0.25 0.35 0.35 0.53 0.52 

vic Ratio 1.53 0.60 0.34 1.02 0.83 

Control Delay 276.0 279 160 74.7 29.9 

Queue Delay 0.0 0.0 0.0 0.0 0.0 

Total Delay 276.0 279 160 747 29.9 

LOS F C B E C 

Approach Delay 276.0 25.3 43.9 

Approach LOS F C D 


Intersection Summary 

Area Type: Other 

Cycle Length: 105 

Actuated Cycle Length: 89.6 

Natural Cycle: 150 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.53 

Intersection Signal Delay: 101.5 Intersection LOS: F 
Intersection Capacity Utilization 93.3% ICU Level of Service F 
Analysis Period (min) 15 


Splits and Phases: 2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 





%o + 04 Ekoo 
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Queues 
2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/10/2020 


*¥*x. Da KN *K 


Lane Group Flow (vph) 784 715 199 365 803 


Control Delay 276.0 279 160 747 29.9 


Total Delay 276.0 279 160 747 29.9 


Queue Length 95th (ft) #949 277 119 #393 #740 


Turn Bay Length (ft) 55 150 


oO 
oO 
Oo 
Oo 
oO 


Starvation Cap Reductn 


wD 
2 
9S 
3 
a 
oO 
QO 
© 
so 
A 
@o 
a 
Cc 
g 
i 
°o 
°o 
°o 
°o 
°o 





Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
5: Route 2 EB On/Off Ramps & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


>+Yy + 
EBT EBR  WBL 
if 


543 181 171 
543 181 171 
1900 1900 1900 

16 16 10 


150 110 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
2153 +1664 1652 
0.950 
2153 +1664 1652 
Yes 
70 
30 
373 
8.5 


0.94 094 087 
0% 10% 2% 
578 © 193~—«197 


578 193 197 
No No No 

Left Right Left 
12 


0 

16 
0.85 0.85 1.09 
9 5 
2 1 1 


Thru Right Left 
100 20 20 


0 0 0 
0 0 0 
6 20 20 


CI+Ex CI+Ex CI+Ex 


0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 


0.0 
NA Free Prot 


<_— 


WBT 
i 
299 
299 

1900 

11 


0.95 


3490 


3490 


30 
505 
11.5 
0.87 

0% 
344 


344 
No 
Left 
12 


16 


1.04 


Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
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n \ 


NBU NBL NBR 
14 531 632 


1900 1900 1900 
12 16 14 


0 0 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
0 2046 1723 
0.950 
0 2046 1723 
Yes 
444 
30 
387 
8.8 


0.96 0.96 0.96 
0% 0% 0% 
15 553 658 


0 568 658 
No No No 
RNA Left Right 


16 

0 

16 
1.00 085 0.92 
gy 15 9 
1 1 1 


CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 


0.0 0.0 0.0 
0.0 0.0 0.0 


Perm Prot Perm 
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Lanes, Volumes, Timings 


5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 
> y ff ~*~ vn KN CP 
Lane Group EBT EBR  WBL WBT NBU NBL _ NBR 
Protected Phases 4 3 8 2 
Permitted Phases Free 2 2 
Detector Phase 4 3 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 4.0 
Minimum Split (s) 21.0 90 21.0 21.0 21.0 21.0 
Total Split (s) 74.0 25.0 990 21.0 21.0 21.0 
Total Split (%) 61.7% 20.8% 82.5% 17.5% 17.5% 17.5% 
Maximum Green (s) 69.0 20.0 940 160 160 16.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 5.0 5.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 110 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 
Act Effct Green (s) 257 714 140 448 16.4 16.4 
Actuated g/C Ratio 0.36 1.00 0.20 0.63 0.23 = 0.23 
vic Ratio 0.75 0.12 0.61 & 0.16 1.21 0.90 
Control Delay 26.9 0.1 36.0 5.3 143.6 27.8 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 26.9 0.1 36.0 5.3 143.6 27.8 
LOS C A D A F C 
Approach Delay 20.2 16.5 81.4 
Approach LOS C B F 
Intersection Summary 
Area Type: Other 


Cycle Length: 120 

Actuated Cycle Length: 71.4 

Natural Cycle: 70 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.21 

Intersection Signal Delay: 49.0 Intersection LOS: D 
Intersection Capacity Utilization 80.7% ICU Level of Service D 
Analysis Period (min) 15 


Splits and Phases: 5: Route 2 EB On/Off Ramps & Lake Street 





* G2 ¢: 3 —ho4 
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Queues 
5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 


>-y £f ~*~ \ 


Lane Group Flow (vph) 578 193 197 344 568 658 


Control Delay 26.9 0.1 36.0 5.3 143.6 27.8 


Total Delay 26.9 0.1 36.0 5.3 143.6 27.8 


Queue Length 95th (ft) 360 0 156 40 #633 #362 


x 
Cc 
S 
DS 
w 
o 

< 
= 
oO 
D> 

ca 
2 
a> 


(ft 150 110 


wn 
we 
Fv} 
= 
os 
= 
° 
a 
QO 
© 
so 
A 
@ 
a 
[= 
g 
i 
°o 
°o 
°o 
o 
°o 
°o 


wD 
2 
9S 
3 
a 
oO 
QO 
© 
so 
A 
@o 
a 
Cc 
g 
aS 
o 
°o 
°o 
o 
°o 
°o 





Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ =~ 
EBL EBT 
368 807 
368 807 

1900 1900 

12 12 
250 
1 
25 
1.00 1.00 
0.950 
1805 1881 
0.950 
1805 1881 
30 
505 
11.5 

0.88 0.88 
0% 1% 
418 917 
418 917 

No No 

Left Left 

12 

0 

16 

1.00 1.00 
15 

1 2 

Left Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 

Prot NA 


—. 
EBR 


1900 
12 


1.00 


Yes 


0.88 
0% 


No 
Right 


1.00 


0.91 
0% 


No 
Left 


1.00 
15 
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WBT 


» 
262 
262 

1900 

11 


1.00 


1801 


1801 


30 
380 


0.91 
2% 
288 


288 
No 
Left 
12 


16 


1.04 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 
NA 


WBR 


346 
346 
1900 


i 
1.00 
0.850 
1463 
1463 


Yes 
380 


0.91 
3% 
380 


380 


No 
Right 


Perm 


0.92 
0% 


No 
Left 


1.00 
15 


ae) 
SET SER 
0 0 
0 0 
1900 1900 
12 12 
0 
0 
1.00 1.00 
0 0 
0 0 
Yes 
30 
459 
10.4 
0.92 0.92 
0% 0% 
0 0 
0 0 
No No 
Left Right 
11 
0 
16 
1.00 1.00 
9 


11/10/2020 
~~ % 
NWL NWT NWR 

q if 

208 22 25 
208 22 25 
1900 1900 1900 
11 12 16 
100 0 
1 1 
25 

0.95 0.95 1.00 
0.850 

0.950 0.961 
1641 1705 1830 

0.950 0.961 
1641. 1705 1830 
Yes 
136 

30 

529 

12.0 
0.95 095 0.95 
1% 5% 0% 
219 23 26 

45% 

120 122 26 
No No No 
Left Left Right 

11 

0 

16 
1.04 1.00 0.85 

115 9 
1 2 1 
Left Thru Right 
20 100 20 
0 0 0 
0 0 0 
20 6 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 
0.0 
Split NA Perm 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 11/10/2020 
yFwenuaecTrhyernx aN NE 
Lane Group EBL EBT  EBR  WBL WBT WBR _ SEL SET SER NWL NWT NWR 
Protected Phases i 4 8 2 2 
Permitted Phases 8 2 
Detector Phase a 4 8 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 8.5 22.0 22.0 22.0 22.0 220 22.0 
Total Split (s) 16.0 38.0 22.0 22.0 22.0 22.0 22.0 
Total Split (%) 26.7% 63.3% 36.7% 36.7% 36.7% 36.7% 36.7% 
Maximum Green (s) 11.5 32.0 16.0 16.0 16.0 16.0 16.0 
Yellow Time (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
All-Red Time (s) 0.5 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 45 6.0 6.0 6.0 6.0 6.0 6.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 0 
Act Effct Green (s) 11.5 30.6 146 146 16.0 16.0 16.0 
Actuated g/C Ratio 0.20 0.52 0.25 0.25 0.27 0.27 390.27 
vic Ratio 1.18 0.93 0.64 0.59 0.27 0.26 0.04 
Control Delay 134.3 32.2 27.1 6.6 19.4 19.3 0.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 134.3 32.2 27.1 6.6 19.4 19.3 0.1 
LOS F C C A B B A 
Approach Delay 64.1 15.4 17.5 
Approach LOS E B B 
Intersection Summary 
Area Type: Other 


Cycle Length: 60 

Actuated Cycle Length: 58.7 

Natural Cycle: 65 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.18 

Intersection Signal Delay: 44.3 Intersection LOS: D 
Intersection Capacity Utilization 61.9% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 7: Route 2 WB Off Ramp & Lake Street 








Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 8 


Queues 
7: Route 2 WB Off Ramp & Lake Street 11/10/2020 


yur rnA RE 


Lane Group Flow (vph) 418 917 288 380 120 122 26 


Control Delay 1343 32.2 27.1 6.6 194 19.3 0.1 


Total Delay 134.3 32.2 27.1 6.6 194 19.3 


So 
—_ 


~N 
a 
oO 


Queue Length 95th (ft) #331 #502 160 56 75 


Turn Bay Length (ft) 250 


~“N 
o 
oak 
oS 
oO 


oO 
oO 
oO 
oO 
oO 
Oo 
oO 


Starvation Cap Reductn 


wD 
s 
9S 
3 
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oO 
QO 
© 
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A 
@o 
a 
Cc 
g 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—# 
EBL 


1900 


1.00 


1.10 
15 


— 
EBT 


1900 


1.00 


—_— 


WBT 
+44 
2209 
2209 
1900 
13 
0.91 


4776 


4776 


30 
192 
4.4 

0.97 

1% 

2277 


2277 
No 
Left 


e. 


WBR 


0 

0 
1900 
13 
1.00 


1.10 
9 
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SWL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SWR 
1131 
1131 
1900 


0.88 
0.850 


2617 


2617 
Yes 


0.98 

1% 
1154 
1154 


Right 


1.10 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


custom 
34 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 11/10/2020 
wx » + © | #7 

Lane Group EBL EBT WBI WBR_ SWL_ SWR 3 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 15.0 19.0 15.0 

Total Split (s) 58.0 36.0 26.0 

Total Split (%) 48.3% 30% 22% 

Maximum Green (s) 53.0 30.0 21.0 

Yellow Time (s) 4.0 4.0 oro 

All-Red Time (s) 1.0 2.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 5.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode C-Max Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 53.0 56.0 

Actuated g/C Ratio 0.44 0.47 

vic Ratio 1.08 0.95 

Control Delay 46.7 46.7 

Queue Delay 1.5 0.0 

Total Delay 48.2 46.7 

LOS D D 

Approach Delay 48.2 46.7 

Approach LOS D D 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 47.7 Intersection LOS: D 
Intersection Capacity Utilization 100.6% ICU Level of Service G 
Analysis Period (min) 15 


Splits and Phases: 11: Route 2/Alewife Brook Parkway & Route 16 
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Queues 
11: Route 2/Alewife Brook Parkway & Route 16 11/40/2020 


- 


Lane Group Flow (vph) 2277 = 1154 


Control Delay 46.7 46.7 


Total Delay 48.2 46.7 


Queue Length 95th (ft) m#57 #644 
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Queue shown is maximum after two cycles. 


Queue shown is maximum after two cycles. 





Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 12 


Lanes, Volumes, Timings 
12: Alewife Brook Parkway & Route 2 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—* 


EBL 
wt 
610 
610 

1900 

13 

0.97 


0.950 
3257 
0.950 
3257 


0.90 
0% 
678 


678 


No 
Left 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
4 


4 


‘~ 


WBR 
if 
591 
591 
1900 
16 
1.00 
0.865 


1660 


1660 


0.95 

1% 
622 
622 


RNA 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
2! 


2 


t 


SBT 
+4 
250 
250 

1900 

13 

0.95 


3291 


3291 


30 
202 
46 
0.98 
2% 
255 


255 
No 
Left 
0 

0 
16 


1.10 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
3 


3 


* 


NWT 


tt 
1618 


1618 
1900 


0.95 


3324 
3324 
30 
278 
0.97 
1% 
1668 
1668 


LNA 
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Lanes, Volumes, Timings 


12: Alewife Brook Parkway & Route 2 11/10/2020 
se tL % 
Lane Group EBL WBR SBI NWT 
Switch Phase 
Minimum Initial (s) 10.0 10.0 10.0 10.0 
Minimum Split (s) 15.0 15.0 19.0 15.0 
Total Split (s) 26.0 580 36.0 58.0 
Total Split (%) 21.7% 48.3% 30.0% 48.3% 
Maximum Green (s) 21.0 530 300 53.0 
Yellow Time (s) Oro 4.0 4.0 4.0 
All-Red Time (s) 1.5 1.0 2.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 6.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 
Recall Mode Max C-Max Max C-Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 21.0 53.0 30.0 53.0 
Actuated g/C Ratio 0.18 044 025 0.44 
vic Ratio 1.19 0.85 0.31 1.14 
Control Delay 145.7 298 37.8 102.5 
Queue Delay 0.0 3.3 0.0 0.3 
Total Delay 145.7 33.1 37.8 102.8 
LOS F C D F 
Approach Delay 37.8 102.8 
Approach LOS D F 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 93.2 Intersection LOS: F 
Intersection Capacity Utilization 134.7% ICU Level of Service H 
Analysis Period (min) 15 

!_ Phase conflict between lane groups. 


Splits and Phases: 12: Alewife Brook Parkway & Route 2 
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Queues 


12: Alewife Brook Parkway & Route 2 11/40/2020 
w = | ®& 


Lane Group Flow (vph) 678 622 255 ~=—- 1668 


Control Delay 145.7 29.8 37.8 102.5 


Total Delay 145.7 = 33.1 37.8 = 102.8 


Queue Length 95th (ft) #446 = #639 123 #931 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 


A 


EBL 


0.92 
2% 


No 
Left 


1.14 
15 


- Vv © 
EBT EBR’ WBL 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 
25 
1.00 1.00 1.00 
0 0 0 
0 0 0 
No 
30 
161 
3.7 
0.92 0.92 0.95 
2% 2% 0% 
0 0 0 
0 0 0 
No No No 
Left Right Left 
0 
0 
16 
1.14 1.14 1.14 
9 15 
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WBT 


591 
591 
1900 


1.00 


1693 


1693 


30 
1225 
27.8 


0.95 
1% 
622 


622 
No 
Left 


16 


1.14 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 


7 


WBR 


fr 
328 


328 
1900 
200 

1 
1.00 
0.850 
1439 


1439 
No 


0.95 

1% 
345 
345 


No 
Right 


1.14 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


“ 


NBL 


No 


1.14 
15 


t 


NBT 
238 


238 
1900 


0.95 


3217 
3217 
30 
227 
5.2 
0.97 
1% 
245 
245 


Left 


No 
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No 

30 

185 
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0.92 0.92 0.92 
2% 2% 2% 
0 0 0 
0 0 0 
No No No 
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0 

0 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 2 4 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 

Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
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Lanes, Volumes, Timings 


13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
F+ry fT XA tf ere di a 
Lane Group EBL EBT  EBR  WBL WBI WBR_ NBL NBI NBR _ SBL_ SBI __ SBR 
Turn Type NA Prot NA 
Protected Phases 24 24 3 
Permitted Phases 
Detector Phase 24 24 3 
Switch Phase 
Minimum Initial (s) 10.0 
Minimum Split (s) 19.0 
Total Split (s) 36.0 
Total Split (%) 30.0% 
Maximum Green (s) 30.0 
Yellow Time (s) 4.0 
All-Red Time (s) 2.0 
Lost Time Adjust (s) 0.0 
Total Lost Time (s) 6.0 
Lead/Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 
Recall Mode Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 79.0 79.0 30.0 
Actuated g/C Ratio 0.66 0.66 0.25 
vic Ratio 0.56 0.36 0.30 
Control Delay 13.5 10.5 37.8 
Queue Delay 2.1 0.0 0.0 
Total Delay 15.6 10.5 37.8 
LOS B B D 
Approach Delay 13.8 37.8 
Approach LOS B D 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 18.6 Intersection LOS: B 
Intersection Capacity Utilization 52.1% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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Total Split (s) 58.0 26.0 


Maximum Green (s) 53.0 21.0 


All-Red Time (s) 10 15 


Total Lost Time (s) 


Lead-Lag Optimize? 


Recall Mode C-Max Max 


Flash Dont Walk (s) 


Act Effct Green (s) 


vic Ratio 


Queue Delay 


Approach LOS 
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Queues 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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Lanes, Volumes, Timings 
14: Alewife Brook Parkway & Route 2 


w Fy KA 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


\, 


1.10 


Left 
20 


20 
CI+Ex 
0.0 


0.0 


Prot 
3 


3 


SBR 


1900 


1.00 


SEL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SET 
‘ 
987 
987 

1900 

13 

0.95 


3324 


3324 


30 
297 
6.8 
0.90 
1% 
1097 


1097 
No 
Left 
0 

0 

16 


24 
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Synchro 10 Report 


Lanes, Volumes, Timings 


14: Alewife Brook Parkway & Route 2 11/10/2020 
kw #*yN KA 

Lane Group SBL SBR SEL SET NWT NWR 2 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 19.0 15.0 15.0 

Total Split (s) 36.0 58.0 26.0 

Total Split (%) 30.0% 48% 22% 

Maximum Green (s) 30.0 53.0 21.0 

Yellow Time (s) 4.0 4.0 Oro 

All-Red Time (s) 2.0 1.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 6.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode Max C-Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 30.0 79.0 

Actuated g/C Ratio 0.25 0.66 

vic Ratio 0.26 0.50 

Control Delay 0.8 11.4 

Queue Delay 0.5 0.0 

Total Delay 1.3 11.4 

LOS A B 

Approach Delay 1.3 11.4 

Approach LOS A B 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 9.5 Intersection LOS: A 
Intersection Capacity Utilization 47.8% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 14: Alewife Brook Parkway & Route 2 
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Queues 
14: Alewife Brook Parkway & Route 2 11/40/2020 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


- 


EBL 


1900 


1.00 


0.88 
15 


— 
EBT 


823 
823 
1900 
15 
1.00 


2049 


2049 


30 
135 
3.1 

0.84 
2% 
980 


980 
No 
Left 
0 

0 
16 


y 


EBR 


0 

0 
1900 
15 
1.00 


¢ 


WBL 


1900 


1.00 


0.85 
15 
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WBT 
633 
633 
1900 


1.00 


2153 
2153 
30 
215 
0.97 
0% 
653 
653 


Left 


~ 


WBR 


1900 


1.00 


0.85 
9 
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NBL 


1900 


1.00 


1.00 
15 


t 


NBT 


1900 


1.00 


Ff 


NBR 


1900 


1.00 


11/10/2020 
SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
12 12 12 
1.00 1.00 1.00 
0 0 0 
0 0 0 
Yes 

30 

206 

47 
0.92 0.92 0.92 
0% 0% 0% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
1.00 1.00 1.00 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group @2 @5 @6 @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 2 5 6 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 


36: Minuteman Commuter Bikeway & Lake Street 11/10/2020 
F+ry ft Xa terry ta 
Lane Group EBL EBT EBR  WBL WBIT WBR NBL NBI NBR _ SBL_ SBI __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 
Minimum Split (s) 20.5 20.5 
Total Split (s) 58.0 58.0 
Total Split (%) 58.0% 58.0% 
Maximum Green (s) 56.0 56.0 
Yellow Time (s) 2.0 2.0 
All-Red Time (s) 0.0 0.0 
Lost Time Adjust (s) 0.0 0.0 
Total Lost Time (s) 2.0 2.0 
Lead/Lag 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 
Recall Mode Max Max 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.0 56.0 
Actuated g/C Ratio 0.64 0.64 
vic Ratio 0.75 0.47 
Control Delay 15.6 4.0 
Queue Delay 0.0 0.3 
Total Delay 15.6 43 
LOS B A 
Approach Delay 15.6 43 
Approach LOS B A 
Intersection Summary 
Area Type: Other 


Cycle Length: 100 

Actuated Cycle Length: 87.3 

Natural Cycle: 90 

Control Type: Semi Act-Uncoord 

Maximum vic Ratio: 0.82 

Intersection Signal Delay: 11.1 Intersection LOS: B 
Intersection Capacity Utilization 46.6% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 36: Minuteman Commuter Bikeway & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
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Queues 
36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


A +N FT 


Lane Group EBL EBT EBR  WBL_ WBT 
Lane Configurations 

Traffic Volume (vph) 82 683 70 6 512 
Future Volume (vph) 82 683 70 6 512 
Ideal Flow (vphpl) 1900 1900 1900 1900 1900 
Lane Width (ft) 14 14 14 13 13 
Lane Util. Factor 100 100 100 1.00 1.00 
Frt 0.989 

Fit Protected 0.995 0.999 
Satd. Flow (prot) 0 1994 0 0 1961 
Fit Permitted 0.897 0.992 
Satd. Flow (perm) 0 1798 0 0 1948 
Right Turn on Red Yes 

Satd. Flow (RTOR) 8 

Link Speed (mph) 30 30 
Link Distance (ft) 215 1126 
Travel Time (s) 4.9 25.6 
Peak Hour Factor 0.88 088 088 088 0.88 
Heavy Vehicles (%) 0% 0% 0% 0% 0% 
Adj. Flow (vph) 93 776 80 7 582 
Shared Lane Traffic (%) 

Lane Group Flow (vph) 0 949 0 0 590 
Enter Blocked Intersection No No No No No 
Lane Alignment Left Left Right Left Left 
Median Width(ft) 0 0 
Link Offset(ft) 0 0 
Crosswalk Width(ft) 16 16 
Two way Left Turn Lane 

Headway Factor 0.92 092 092 096 0.96 
Turning Speed (mph) 15 9 15 

Number of Detectors 1 2 1 2 
Detector Template Left Thru Left Thru 
Leading Detector (ft) 20 100 20 100 
Trailing Detector (ft) 0 0 0 0 
Detector 1 Position(ft) 0 0 0 0 
Detector 1 Size(ft) 20 6 20 6 
Detector 1 Type CI+Ex CI+Ex CI+Ex CI+Ex 
Detector 1 Channel 

Detector 1 Extend (s) 0.0 0.0 0.0 0.0 
Detector 1 Queue (s) 0.0 0.0 0.0 0.0 
Detector 1 Delay (s) 0.0 0.0 0.0 0.0 
Detector 2 Position(ft) 94 94 
Detector 2 Size(ft) 6 6 
Detector 2 Type CI+Ex CI+Ex 
Detector 2 Channel 

Detector 2 Extend (s) 0.0 0.0 
Turn Type Perm NA Perm NA 
Protected Phases 4 8 
Permitted Phases 4 8 
Detector Phase 4 4 8 8 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 





39: Brooks Avenue & Lake Street 11/10/2020 

Foworvy rT Xa fr bid 
Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 20.5 20.5 20.5 20.5 90 21.0 14.0 14.0 
Total Split (s) 58.0 58.0 58.0 58.0 10.0 24.0 14.0 14.0 
Total Split (%) 58.0% 58.0% 58.0% 58.0% 10.0% 24.0% 14.0% 14.0% 
Maximum Green (s) 56.0 56.0 56.0 56.0 6.0 20.0 10.0 10.0 
Yellow Time (s) 2.0 2.0 2.0 2.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 0.0 0.0 0.0 0.0 1.0 1.0 1.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 2.0 2.0 4.0 4.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode Max Max Max Max None Min Min Min 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.0 56.0 7.3 7.3 
Actuated g/C Ratio 0.64 0.64 0.08 0.08 
vic Ratio 0.82 0.47 0.46 0.55 
Control Delay 8.3 9.8 49.2 16.2 
Queue Delay 0.0 0.0 0.0 0.0 
Total Delay 8.3 9.8 49.3 16.2 
LOS A A D B 
Approach Delay 8.3 9.8 49.3 16.2 
Approach LOS A A D B 
Intersection Summary 
Area Type: Other 
Cycle Length: 100 
Actuated Cycle Length: 87.3 
Natural Cycle: 90 
Control Type: Semi Act-Uncoord 
Maximum vic Ratio: 0.82 
Intersection Signal Delay: 10.3 Intersection LOS: B 
Intersection Capacity Utilization 90.3% ICU Level of Service E 
Analysis Period (min) 15 
Splits and Phases: 39: Brooks Avenue & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 11/10/2020 
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Queues 
39: Brooks Avenue & Lake Street 11/10/2020 
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2027 Build Weekday Morning Peak Hour 


HCM 6th TWSC 
10: Wilson Avenue & Lake Street 11/10/2020 


Intersection 
Int Delay, s/veh 0.3 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b q¢ ¥ 
Traffic Vol, veh/h 619 3 1 1202 5 1 
Future Vol, veh/h 619 3 1 1202 5 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor (ST Oe ae Oa OMT O 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 825 4 1 1382 a 1 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 829 0 2211 827 
Stage 1 - - - - 827 - 
Stage 2 - - - - 1384 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 811 - 49 375 
Stage 1 - - - - 433 - 
Stage 2 - - - eo 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - - 811 - 49 375 
Mov Cap-2 Maneuver - - - - 49 
Stage 1 - - - - 433 
Stage 2 - - - - 234 
Approach EB WB NB 
HCM Control Delay, s 0 0 78.2 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 57 - 811 

HCM Lane V/C Ratio 0.14 - - 0.001 

HCM Control Delay (s) 18.2 - - 94 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 0.5 - - 0 
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HCM 6th TWSC 
16: Littlejohn Street & Lake Street 11/10/2020 


Intersection 
Int Delay, s/veh 46 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 601 19 5 1166 37 6 
Future Vol, veh/h 601 19 5 1166 37 6 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor ® © 8 8 6 6 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 801 25 5 1254 49 8 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 826 0 2078 814 
Stage 1 - - - - 614 - 
Stage 2 - - - - 1264 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - SeeOiG - 60 381 
Stage 1 - - - - 439 - 
Stage 2 - - - - 268 
Platoon blocked, % 7 - 
Mov Cap-1 Maneuver - a (tl3} - 59 381 
Mov Cap-2 Maneuver - - - - 59 
Stage 1 - - - - 439 
Stage 2 - - - - 263 
Approach EB WB NB 
HCM Control Delay, s 0 0 173.7 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 67 - - 813 

HCM Lane V/C Ratio 0.856 - - 0.007 

HCM Control Delay (s) ion - no) 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 41 - - 0 
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HCM 6th TWSC 


17: Dorothy Road/Littlejohn Street & Site Driveway 11/40/2020 
Intersection 
Int Delay, s/veh 2.5 
Movement EBL EBR NBL NBT SBT SBR 
Lane Configurations yr df b 
Traffic Vol, veh/h 13 7 Zo nS 5 
Future Vol, veh/h 13 i 2 30 19 5 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Stop Stop Free Free Free Free 
RT Channelized - None - None - None 
Storage Length 0 - - - - - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor 7) Conn rnO 2 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 14 8 A 8 2 5 
Major/Minor Minor2 Major1 Major2 
Conflicting Flow All 61 24 26 0 - 0 
Stage 1 24 - - - - 
Stage 2 37 - - 
Critical Hdwy CO Zee 


Critical Hdwy Stg 1 5.4 
Critical Hdwy Stg 2 5.4 - : 
Follow-up Hdwy 35 33 2.2 


Pot Cap-1 Maneuver 950 1058 1601 
Stage 1 1004 - - 
Stage 2 991 


Platoon blocked, % 
Mov Cap-1 Maneuver 949 1058 1601 
Mov Cap-2 Maneuver 949 - - 


Stage 1 1003 
Stage 2 991 
Approach EB NB SB 
HCM Control Delay,s 8.7 0.5 0 
HCM LOS A 
Minor Lane/Major Mvmt NBL NBTEBLn1 SBT SBR 
Capacity (veh/h) 1601 - 984 
HCM Lane VIC Ratio 0.001 - 0.022 
HCM Control Delay (s) 7.3 0 387 
HCM Lane LOS A A A 
HCM 95th %tile Q(veh) 0 - 0.1 
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HCM 6th TWSC 


26: Homestead Road & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 0.4 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 602 5 3 1164 7 1 
Future Vol, veh/h 602 5 3 1164 7 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor ® © 8 8 6 6 
Heavy Vehicles, % 2 0 0 1 0 0 
Mvmt Flow 803 iG 3 1252 9 1 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 810 0 2065 807 
Stage 1 - - - - 807 - 
Stage 2 - - - - 1258 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 5.4 - 
Follow-up Hdwy - - 2.2 - 35 3.3 
Pot Cap-1 Maneuver - - 825 ae (Oil  tels) 
Stage 1 - - - - 442 - 
Stage 2 - - - - 270 
Platoon blocked, % - - 
Mov Cap-1 Maneuver - - 825 - 60 385 
Mov Cap-2 Maneuver - - - - 60 
Stage 1 - - - - 442 
Stage 2 - - - - 267 
Approach EB WB NB 
HCM Control Delay, s 0 0 68.6 
HCM LOS F 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 67 - 825 

HCM Lane V/C Ratio 0.159 - - 0.004 

HCM Control Delay (s) 68.6 - - 94 0 

HCM Lane LOS F - - A A 

HCM 95th %tile Q(veh) 0.5 - - 0 
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HCM 6th TWSC 


29: Burch Street /Alfred Road & Lake Street 


Intersection 
Int Delay, s/veh 1.3 
Movement EBL EBT 
Lane Configurations eb 
Traffic Vol, veh/h 0 585 
Future Vol, veh/h 0 585 
Conflicting Peds, #/hr 0 0 
Sign Control Free Free 
RT Channelized 
Storage Length - - 
Veh in Median Storage, # - 0 
Grade, % - 0 
Peak Hour Factor ® 
Heavy Vehicles, % 0 1 
Mvmt Flow 0 741 
Major/Minor Major1 
Conflicting Flow All 1201 0 
Stage 1 - - 
Stage 2 - 
Critical Hdwy 4.1 
Critical Hdwy Stg 1 
Critical Hdwy Stg 2 
Follow-up Hdwy 2.2 
Pot Cap-1 Maneuver 588 
Stage 1 - 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 588 
Mov Cap-2 Maneuver 
Stage 1 
Stage 2 
Approach EB 
HCM Control Delay, s 0 
HCM LOS 
Minor Lane/Major Mvmt NBLn1 
Capacity (veh/h) 121 
HCM Lane V/C Ratio 0.3 
HCM Control Delay (s) 47 
HCM Lane LOS E 
HCM 95th %tile Q(veh) ee 
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HCM 6th TWSC 


33: Margaret Street/Lakehill Avenue & Lake Street 


Intersection 

Int Delay, s/veh 5.2 
Movement EBL 
Lane Configurations 

Traffic Vol, veh/h 3 
Future Vol, veh/h 3 
Conflicting Peds, #/hr 0 
Sign Control Free 
RT Channelized 

Storage Length 


Veh in Median Storage, # 
Grade, % - 
Peak Hour Factor 84 


Heavy Vehicles, % 0 
Mvmt Flow 4 
Major/Minor Major1 
Conflicting Flow All 1176 

Stage 1 - 

Stage 2 - 
Critical Hdwy 4.1 


Critical Hdwy Stg 1 
Critical Hdwy Stg 2 - 
Follow-up Hdwy 2.2 


Pot Cap-1 Maneuver 601 
Stage 1 - 
Stage 2 


Platoon blocked, % 
Mov Cap-1 Maneuver 601 
Mov Cap-2 Maneuver - 
Stage 1 
Stage 2 


Approach EB 
HCM Control Delay,s _0.1 
HCM LOS 


Minor Lane/Major Mvmt 
Capacity (veh/h) 

HCM Lane VIC Ratio 
HCM Control Delay (s) 
HCM Lane LOS 

HCM 95th %tile Q(veh) 


EBT EBR WBL WBT WBR_ NBL 
ef } 
600 7 = 24 1138 3 9 
600 7 24 1138 3 i) 
0 0 304 0 0 0 
Free Free Free Free Free Stop 
- None - None - 
0 0 
0 - - 0 - - 
8 84 OF OF OF 75 
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NBT NBR 
0 22 
0 22 
0 0 
Stop Stop 
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0 
0 
SmeeriO 
0 0 
0 29 
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42 289 
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714 CMO MINIS 3 AZ 

Major2 Minor1 

0 0 1026 0 0 2265 

- - - 1030 

- 1235 

41 - - 74 

- - - 61 

- - - 6.1 

2.2 - - 34 

685 - eo 

- - - 284 

218 

511 - - 17 

- - - 7 

210 

170 

WB NB 

0.3 213.9 

F 

NBLni EBL EBT EBR WBL WBT WBRSBLn‘1 

49 601 - - 511 
0.844 0.006 - 0.048 

213.9 11 0 12.4 0 

F B A - B A 
3.5 0 - - 0.2 


SBL 


Minor2 
1966 
1225 

741 


SBT 


2259 
1225 
1034 


231 


SBR 


16 
16 


1175 


236 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


0.928 
0.977 
1933 
0.977 
1933 


49 
1126 
25.6 
0.91 

1% 

287 


611 


Prot 


Yes 


0.91 
1% 
324 


No 
Right 


0.85 


% 2. * & 
SET SER  NWL NWT 
+t 
851 609 403 454 
851 609 403 454 
1900 1900 1900 1900 
11 10 11 12 
55 150 
1 1 
25 
0.95 1.00 1.00 1.00 
0.850 
0.950 
3421 1492 1728 1863 
0.133 
3421 1492 242 ~=1863 
Yes 
212 
30 30 
640 645 
14.5 14.7 
0.92 092 092 0.92 
2% 1% 1% 2% 
925 662 438 493 
925 662 438 493 
No No No No 
Left Right Left Left 
11 11 
0 0 
16 16 
1.04 1.09 1.04 1.00 
9 15 
2 1 1 2 
Thru Right Left Thru 
100 20 20 100 
0 0 0 0 
0 0 0 0 
6 20 20 6 
CI+Ex CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm pm+pt NA 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/40/2020 
Fax 29 N XN 

Lane Group EBL EBR SET SER NWL_ NWT @9 

Protected Phases 4 6 5 2 9 

Permitted Phases 6 2 

Detector Phase 4 6 6 5 2 

Switch Phase 

Minimum Initial (s) 4.0 40 40 40 40 4.0 

Minimum Split (s) 23.0 23.0 23.0 10.0 23.0 19.0 

Total Split (s) 29.0 38.0 380 150 530 23.0 

Total Split (%) 27.6% 36.2% 36.2% 14.3% 50.5% 22% 

Maximum Green (s) 22.0 31.0 31.0 90 46.0 20.0 

Yellow Time (s) 4.0 4.0 4.0 3.0 4.0 2.0 

All-Red Time (s) 3.0 3.0 3.0 3.0 3.0 1.0 

Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 

Total Lost Time (s) 7.0 7.0 7.0 6.0 7.0 

Lead/Lag Lag Lag Lead 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 

Recall Mode None Max Max None Max None 

Walk Time (s) 5.0 

Flash Dont Walk (s) 11.0 

Pedestrian Calls (#/hr) 20 

Act Effct Green (s) 22.2 31.3 313 475 465 

Actuated g/C Ratio 0.25 0.35 0.35 0.53 0.52 

vic Ratio 1.18 0.77 1.00 1.57 0.51 

Control Delay 131.5 33.0 589 2944 183 

Queue Delay 0.0 0.0 0.0 0.0 0.0 

Total Delay 131.5 33.0 589 2944 183 

LOS F C E F B 

Approach Delay 131.5 43.8 148.2 

Approach LOS F D FE 


Intersection Summary 

Area Type: Other 

Cycle Length: 105 

Actuated Cycle Length: 89.6 

Natural Cycle: 150 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.57 

Intersection Signal Delay: 92.0 Intersection LOS: F 
Intersection Capacity Utilization 95.1% ICU Level of Service F 
Analysis Period (min) 15 


Splits and Phases: 2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 





%, + 04 Ekoo 





Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 2 


Queues 
2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/10/2020 


*¥*x. DS NK *K 


Lane Group Flow (vph) 611 925 662 438 493 


Control Delay 131.5 33.0 589 2944 183 


Total Delay 131.5 330 589 2944 183 


Queue Length 95th (ft) #709 #409 #606 #562 332 


x 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
5: Route 2 EB On/Off Ramps & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


> YY 
EBT EBR’ WBL 
c 
312 493 212 
312 493 212 
1900 1900 1900 
16 16 10 
150 110 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
2132 1812 1685 
0.950 
2132 1812 1685 
Yes 
332 
30 
239 
5.4 
0.91 0.91 0.84 
1% 1% 0% 
343 542 252 
343 542 252 
No No No 
Left Right Left 
12 
0 
16 
0.85 0.85 1.09 
9 15 
2 1 1 
Thru Right Left 
100 20 20 
0 0 0 
0 0 0 
6 20 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 
0.0 
NA Free Prot 


<_— 


WBT 
+4 
421 
421 

1900 

11 


0.95 


3455 


3455 


30 
505 
11.5 
0.84 

1% 
501 


501 
No 
Left 
12 


16 


1.04 


Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
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an \ # 
NBU NBL NBR 
i fr 
271 221 523 
271 221 523 
1900 1900 1900 
12 16 14 
0 0 
1 1 

25 
1.00 1.00 1.00 
0.850 

0.950 
0 2037 # 1706 

0.950 
0 2037 # 1706 
Yes 
405 

30 

387 

8.8 
0.91 0.91 0.91 
0% 1% 1% 
298 243 575 
0 541 575 
No No No 
RNA Left Right 

16 

0 

16 
1.00 0.85 0.92 
9 5) 9 
1 1 1 
Left Left Right 
20 20 20 
0 0 0 
0 0 0 
20 20 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
Perm Prot Perm 
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Lanes, Volumes, Timings 


5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 
> y ff ~*~ vn KN CP 
Lane Group EBT EBR  WBL WBT NBU NBL _ NBR 
Protected Phases 4 3 8 2 
Permitted Phases Free 2 2 
Detector Phase 4 3 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 4.0 
Minimum Split (s) 21.0 90 21.0 21.0 21.0 21.0 
Total Split (s) 74.0 25.0 990 21.0 21.0 21.0 
Total Split (%) 61.7% 20.8% 82.5% 17.5% 17.5% 17.5% 
Maximum Green (s) 69.0 20.0 940 160 160 16.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 5.0 5.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 
Act Effct Green (s) 158 63.5 164 373 16.1 16.1 
Actuated g/C Ratio 0.25 1.00 0.26 0.59 0.25 0.25 
vic Ratio 0.65 0.30 0.58 0.25 1.04 0.78 
Control Delay 27.8 0.4 27.3 6.4 80.3 17.0 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 27.8 0.4 27.3 6.4 80.3 17.0 
LOS C A C A F B 
Approach Delay 11.0 13.4 47.7 
Approach LOS B B D 
Intersection Summary 
Area Type: Other 


Cycle Length: 120 

Actuated Cycle Length: 63.5 

Natural Cycle: 60 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.04 

Intersection Signal Delay: 26.5 Intersection LOS: C 
Intersection Capacity Utilization 67.9% ICU Level of Service C 
Analysis Period (min) 15 


Splits and Phases: 5: Route 2 EB On/Off Ramps & Lake Street 





* G2 : 3 —ho4 
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Queues 
5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 


>-y £f ~*~ \ Pf 


Lane Group Flow (vph) 343 542 252 501 541 575 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ =~ 
EBL EBT 
224 611 
224 611 

1900 1900 

12 12 
250 
1 
25 
1.00 1.00 
0.950 
1805 1881 
0.950 
1805 1881 
30 
505 
11.5 

0.88 0.88 
0% 1% 
255 694 
255 694 

No No 

Left Left 

12 

0 

16 

1.00 1.00 
15 

1 2 

Left Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 

Prot NA 


—. 
EBR 


1900 
12 


1.00 


Yes 


0.88 
0% 


No 
Right 


1.00 


0.92 
0% 


No 
Left 


1.00 
15 
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WBT 


482 
482 
1900 
11 


1.00 


1837 


1837 


30 
380 


0.92 
0% 
524 


524 
No 
Left 
12 


16 


1.04 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 
NA 


WBR 


725 
725 
1900 


15 
1.00 
0.850 
1492 
1492 


Yes 
492 


0.92 
1% 
788 


788 


No 
Right 


Perm 


0.92 
0% 


No 
Left 


1.00 
15 


ae) 
SET SER 
0 0 
0 0 
1900 1900 
12 12 
0 
0 
1.00 1.00 
0 0 
0 0 
Yes 
30 
459 
10.4 
0.92 0.92 
0% 0% 
0 0 
0 0 
No No 
Left Right 
11 
0 
16 
1.00 1.00 
9 


11/10/2020 
~~ % 
NWL NWT NWR 

j ¢ 
151 6 11 
151 6 11 

1900 1900 1900 

11 12 16 
100 0 

1 1 

25 
0.95 0.95 1.00 
0.850 
0.950 0.956 
1579 1594 1830 
0.950 0.956 
1579 1594 1830 
Yes 
136 
30 
529 
12.0 
0.81 0.81 0.81 
5% 50% 0% 
186 7 14 
48% 
97 96 14 
No No No 
Left Left Right 

11 

0 

16 
1.04 1.00 0.85 

115 9 

1 2 1 
Left Thru Right 

20 100 20 
0 0 0 
0 0 0 
20 6 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 

94 

6 

CI+Ex 

0.0 
Split NA Perm 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 11/10/2020 
yFwenuaecTrhyernx aN NE 
Lane Group EBL EBT  EBR  WBL WBT WBR _ SEL SET SER NWL NWT NWR 
Protected Phases i 4 8 2 2 
Permitted Phases 8 2 
Detector Phase iG 4 8 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 8.5 22.0 22.0 22.0 22.0 22.0 22.0 
Total Split (s) 16.0 38.0 22.0 22.0 22.0 22.0 22.0 
Total Split (%) 26.7% 63.3% 36.7% 36.7% 36.7% 36.7% 36.7% 
Maximum Green (s) 11.5 32.0 16.0 16.0 16.0 16.0 16.0 
Yellow Time (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
All-Red Time (s) 0.5 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 45 6.0 6.0 6.0 6.0 6.0 6.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 0 
Act Effct Green (s) 11.0 31.5 16.0 16.0 16.0 16.0 16.0 
Actuated g/C Ratio 0.18 0.53 0.27 =: 0.27 0.27 0.27 80.27 
vic Ratio 0.77 ~—*0.70 1.06 1.04 0.23 0.22 0.02 
Control Delay 40.9 15.1 83.8 54.7 19.0 18.9 0.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 40.9 15.1 83.8 54.7 19.0 18.9 0.1 
LOS D B F D B B A 
Approach Delay 22.0 66.3 17.7 
Approach LOS C E B 
Intersection Summary 
Area Type: Other 


Cycle Length: 60 

Actuated Cycle Length: 59.5 

Natural Cycle: 80 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.06 

Intersection Signal Delay: 45.2 Intersection LOS: D 
Intersection Capacity Utilization 75.4% ICU Level of Service D 
Analysis Period (min) 15 


Splits and Phases: 7: Route 2 WB Off Ramp & Lake Street 
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Queues 
7: Route 2 WB Off Ramp & Lake Street 11/10/2020 


yer EN KE 


Lane Group Flow (vph) 255 694 524 788 97 96 14 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—# 
EBL 


1900 


1.00 


1.10 
15 


— 
EBT 


1900 


1.00 


—_— 


WBT 
+44 
1597 
1597 
1900 
13 
0.91 


4729 


4729 


30 
192 
4.4 

0.90 
2% 
1774 


1774 
No 
Left 


e. 


WBR 


0 

0 
1900 
13 
1.00 


1.10 
9 
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SWL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SWR 
1062 
1062 
1900 


0.88 
0.850 


2617 


2617 
Yes 


0.85 

1% 
1249 
1249 


Right 


1.10 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


custom 
34 


34 


@3 


4 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


—* 


Lane Group EBL 
Switch Phase 
Minimum Initial (s) 
Minimum Split (s) 
Total Split (s) 

Total Split (%) 
Maximum Green (s) 
Yellow Time (s) 
All-Red Time (s) 

Lost Time Adjust (s) 
Total Lost Time (s) 
Lead/Lag 

Lead-Lag Optimize? 
Vehicle Extension (s) 
Recall Mode 

Walk Time (s) 

Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 
Actuated g/C Ratio 
vic Ratio 

Control Delay 
Queue Delay 

Total Delay 

LOS 

Approach Delay 
Approach LOS 


Intersection Summary 

Area Type: CBD 
Cycle Length: 120 

Actuated Cycle Length: 120 


+ 
— 


EBT _WBT 


10.0 
15.0 
58.0 
48.3% 
53.0 


e 


WBR 


Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 


Natural Cycle: 110 

Control Type: Actuated-Coordinated 
Maximum vic Ratio: 1.09 

Intersection Signal Delay: 31.9 
Intersection Capacity Utilization 84.7% 
Analysis Period (min) 15 


- 


SWL SWR 


56.0 
0.47 
1.02 
62.8 
62.8 


62.8 


Intersection LOS: C 


@3 


10.0 
19.0 
36.0 
30% 
30.0 

4.0 

2.0 


Lead 


3.0 
Max 


8.0 


ICU Level of Service E 


Splits and Phases: 11: Route 2/Alewife Brook Parkway & Route 16 


4 


10.0 
15.0 
26.0 
22% 
21.0 


1.5 


Lag 


3.0 
Max 
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Queues 
11: Route 2/Alewife Brook Parkway & Route 16 11/40/2020 


- 


Lane Group Flow (vph) 1774 = 1249 


Control Delay 5.6 62.8 


Total Delay 10.1 62.8 


Queue Length 95th (ft) m40 #659 


(ft) 


x 
Cc 
S 
DS 
w 
o 

< 
= 
oO 
D> 

ca 
2 
a> 


252 


wm 
-—- 
9s 
= 
o 
= 
° 
5 
QO 
© 
so 
A 
ay 
a 
[= 
2 
DS 
°o 


wn 
2 
9S 
3 
a 
oO 
QO 
© 
so 
A 
@o 
a 
Cc 
g 
aS 
°o 
°o 





Queue shown is maximum after two cycles. 


Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
12: Alewife Brook Parkway & Route 2 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—* 


EBL 
Ki 
505 
505 

1900 

13 

0.97 


0.950 
3224 
0.950 
3224 


0.97 
1% 
521 


521 


No 
Left 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
4 


4 


‘~ 


WBR 
if 
169 
169 
1900 
16 
1.00 
0.865 


1581 


1581 


0.94 
6% 
180 
180 


RNA 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
2! 


2 


t 


SBT 
+4 
506 
506 

1900 

13 

0.95 


3291 


3291 


30 
202 
46 
0.85 
2% 
595 


595 
No 
Left 
0 

0 
16 


1.10 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
3 


3 


* 


NWT 


+4 
1428 


1428 
1900 


0.95 


3291 
3291 
30 
278 
0.90 
2% 
1587 
1587 


LNA 
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Lanes, Volumes, Timings 


12: Alewife Brook Parkway & Route 2 11/10/2020 
se tL % 
Lane Group EBL WBR SBI NWT 
Switch Phase 
Minimum Initial (s) 10.0 10.0 10.0 10.0 
Minimum Split (s) 15.0 15.0 19.0 15.0 
Total Split (s) 26.0 580 36.0 58.0 
Total Split (%) 21.7% 48.3% 30.0% 48.3% 
Maximum Green (s) 21.0 530 300 53.0 
Yellow Time (s) Oro 4.0 4.0 4.0 
All-Red Time (s) 1.5 1.0 2.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 6.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 
Recall Mode Max C-Max Max C-Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 21.0 53.0 30.0 53.0 
Actuated g/C Ratio 0.18 044 0.25 0.44 
vic Ratio 0.92 0.26 0.72 1.09 
Control Delay (22. 143 47.1 85.8 
Queue Delay 0.0 2.4 0.0 3.3 
Total Delay 722 167 47.1 89.1 
LOS E B D F 
Approach Delay 47.1 89.1 
Approach LOS D F 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.09 

Intersection Signal Delay: 72.8 Intersection LOS: E 
Intersection Capacity Utilization 103.7% ICU Level of Service G 
Analysis Period (min) 15 

!_ Phase conflict between lane groups. 


Splits and Phases: 12: Alewife Brook Parkway & Route 2 
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Queues 


12: Alewife Brook Parkway & Route 2 11/40/2020 
ws = | *®& 


Lane Group Flow (vph) 521 180 595 =: 1587 


722 143 471 858 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 


A 


EBL 


0.92 
2% 


No 
Left 


1.14 
15 


mii Yy 
EBT  EBR 
0 0 
0 0 
1900 1900 
0 
0 
1.00 1.00 
0 0 
0 0 
No 
30 
161 
3.7 
0.92 0.92 
2% 2% 
0 0 
0 0 
No No 
Left Right 
0 
0 
16 
1.14 1.14 
9 


— 

o 

WBL WBT 

+ 

0 169 

0 169 

1900 1900 
0 
0 
25 

1.00 1.00 

0 1613 

0 1613 

30 

1225 

27.8 

0.92 0.92 

0% 6% 

0 184 

0 184 

No No 

Left Left 

0 

0 

16 

1.14 1.14 
15 

2 

Thru 

100 

0 

0 

6 

CI+Ex 

0.0 

0.0 

0.0 

94 

6 

CI+Ex 

0.0 
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WBR NBL NBT 
if +4 


54 0 224 
54 0 224 


1900 1900 1900 
200 0 
1 0 
25 
100 1.00 0.95 
0.850 
1333 0 3154 
1333 0 3154 
No No 
30 
227 
5.2 
2 


0.92 0.92 0.90 
9% 2% 3% 
59 0 249 


59 0 249 
No No No 
Right Left Left 


0 

0 

16 

114 114 1.14 
9 15 

1 2 

Right Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 


No 
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SBL SBT _— SBR 
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1900 1900 1900 
0 0 
0 0 

25 


1.00 1.00 1.00 


0 0 0 
0 0 0 
No 

30 

185 

42 


0 0 0 
0 0 0 
No No No 
Left Left Right 
0 
0 
16 
114 114 1.14 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 2 4 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 

Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
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Lanes, Volumes, Timings 


13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
F+ry fT XA tf ere di a 
Lane Group EBL EBT  EBR  WBL WBI WBR_ NBL NBI NBR _ SBL_ SBI __ SBR 
Turn Type NA Prot NA 
Protected Phases 24 24 3 
Permitted Phases 
Detector Phase 24 24 3 
Switch Phase 
Minimum Initial (s) 10.0 
Minimum Split (s) 19.0 
Total Split (s) 36.0 
Total Split (%) 30.0% 
Maximum Green (s) 30.0 
Yellow Time (s) 4.0 
All-Red Time (s) 2.0 
Lost Time Adjust (s) 0.0 
Total Lost Time (s) 6.0 
Lead/Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 
Recall Mode Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 79.0 79.0 30.0 
Actuated g/C Ratio 0.66 0.66 0.25 
vic Ratio 0.17 ~=—- 0.07 0.32 
Control Delay 8.4 76 38.0 
Queue Delay 0.1 0.0 0.0 
Total Delay 8.5 7.6 38.0 
LOS A A D 
Approach Delay 8.3 38.0 
Approach LOS A D 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.09 

Intersection Signal Delay: 23.3 Intersection LOS: C 
Intersection Capacity Utilization 27.4% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 





#11 #12 #13 +14 #11 #12 13 +14 #11 +12 #13 +14 


Eas BF Ss 02 = t t Mos ~“ Be. 





Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 18 


Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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(s) 
Total Split (s) 58.0 26.0 


Maximum Green (s) 53.0 21.0 


All-Red Time (s) 10 15 


Total Lost Time (s) 


Lead-Lag Optimize? 


Recall Mode C-Max Max 


Flash Dont Walk (s) 


Act Effct Green (s) 


vic Ratio 


Queue Delay 


Approach LOS 
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Queues 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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Lane Group Flow (vph) 184 59 249 
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Lanes, Volumes, Timings 
14: Alewife Brook Parkway & Route 2 


w Fy KA 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


\, 


CI+Ex 
0.0 


0.0 


Prot 
3 


3 


SBR 


1900 


1.00 


SEL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SET 
+4 
1104 
1104 
1900 
13 
0.95 


3324 


3324 


30 
297 
6.8 
0.97 
1% 
1138 


1138 
No 
Left 
0 

0 

16 


24 
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0 

0 
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13 
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Lanes, Volumes, Timings 


14: Alewife Brook Parkway & Route 2 11/10/2020 
kw #*yN KA 

Lane Group SBL SBR SEL SET NWT NWR 2 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 19.0 15.0 15.0 

Total Split (s) 36.0 58.0 26.0 

Total Split (%) 30.0% 48% 22% 

Maximum Green (s) 30.0 53.0 21.0 

Yellow Time (s) 4.0 4.0 Oro 

All-Red Time (s) 2.0 1.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 6.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode Max C-Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 30.0 79.0 

Actuated g/C Ratio 0.25 0.66 

vic Ratio 0.62 0.52 

Control Delay 2.8 11.7 

Queue Delay 1.0 0.0 

Total Delay 3.7 eG 

LOS A B 

Approach Delay 3.7 eee 

Approach LOS A B 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 110 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.09 

Intersection Signal Delay: 9.0 Intersection LOS: A 
Intersection Capacity Utilization 59.1% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 14: Alewife Brook Parkway & Route 2 
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Queues 
14: Alewife Brook Parkway & Route 2 11/40/2020 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 
Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


- 


EBL 


1900 


1.00 


0.88 
15 


— 
EBT 
625 
625 
1900 


15 
1.00 


2049 
2049 
30 
135 
0.84 
2% 
744 


744 


y 


EBR 


0 

0 
1900 
15 
1.00 


¢ 


WBL 


1900 


1.00 


0.85 
15 
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_— 
WBT 
1165 
1165 
1900 


1.00 


2153 
2153 
30 
215 
0.97 
0% 
1201 
1201 


Left 


~ 


WBR 


1900 


1.00 


0.85 
9 


“ 


NBL 


1900 


1.00 


1.00 
15 


t 


NBT 


1900 


1.00 


Ff 


NBR 


1900 


1.00 


11/10/2020 
SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
12 12 12 
1.00 1.00 1.00 
0 0 0 
0 0 0 
Yes 

30 

206 

47 
0.92 0.92 0.92 
0% 0% 0% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
1.00 1.00 1.00 
15 9 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group @2 @5 @6 @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 2 5 6 9 
Permitted Phases 
Detector Phase 
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36: Minuteman Commuter Bikeway & Lake Street 11/10/2020 
F+ry ft Xa terry ta 
Lane Group EBL EBT EBR  WBL WBIT WBR NBL NBI NBR _ SBL_ SBI __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 
Minimum Split (s) 20.5 20.5 
Total Split (s) 58.0 58.0 
Total Split (%) 58.0% 58.0% 
Maximum Green (s) 56.0 56.0 
Yellow Time (s) 2.0 2.0 
All-Red Time (s) 0.0 0.0 
Lost Time Adjust (s) 0.0 0.0 
Total Lost Time (s) 2.0 2.0 
Lead/Lag 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 
Recall Mode Max Max 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.1 56.1 
Actuated g/C Ratio 0.61 0.61 
vic Ratio 0.60 0.92 
Control Delay 14.8 13.8 
Queue Delay 0.0 30.5 
Total Delay 14.8 44.4 
LOS B D 
Approach Delay 14.8 44.4 
Approach LOS B D 
Intersection Summary 
Area Type: Other 


Cycle Length: 100 

Actuated Cycle Length: 92.7 

Natural Cycle: 100 

Control Type: Semi Act-Uncoord 

Maximum vic Ratio: 0.99 

Intersection Signal Delay: 33.1 Intersection LOS: C 
Intersection Capacity Utilization 64.6% ICU Level of Service C 
Analysis Period (min) 15 


Splits and Phases: 36: Minuteman Commuter Bikeway & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
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Queues 


36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
—> — 


Lane Group Flow (vph) 744-1201 


148 13.8 


QO 
°° 

D> 

= 
o 
Oo 
QO 
a 
< 


148 444 


a 
o 
go 
oO 
QD 
o 
<= 


OQ 
S 
oO 
< 
oO 
ae 
oO 
5 
co) 
2 
> 
co 
o 
g 
> 


(ft) 384 m#427 


x 
Cc 
S 
DS 
w 
o 

< 
= 
oO 
D> 

ca 
2 
a> 


(ft) 


174 


Ww 
® 
9 

= 

os 

= 
° 

a 

QO 
© 
so 

az 
@ 

a 
Cc 

2 
SD 

o 


wn 
2 
9S 
s 
a 
oO 
QO 
© 
so 
A 
ay 
a 
Cc 
g 
7 
o 
°o 








Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


A +N FO 


Lane Group EBL EBT EBR  WBL_ WBT 
Lane Configurations & 
Traffic Volume (vph) 31 548 46 6 1006 
Future Volume (vph) 31 548 46 6 1006 
Ideal Flow (vphpl) 1900 1900 1900 1900 1900 
Lane Width (ft) 14 14 14 13 13 
Lane Util. Factor 100 100 100 1.00 1.00 
Frt 0.990 

Fit Protected 0.998 

Satd. Flow (prot) 0 1978 0 0 1944 
Fit Permitted 0.917 0.997 
Satd. Flow (perm) 0 1817 0 0 1938 
Right Turn on Red Yes 

Satd. Flow (RTOR) 7 

Link Speed (mph) 30 30 
Link Distance (ft) 215 1126 
Travel Time (s) 4.9 25.6 
Peak Hour Factor 0.91 0.91 0.91 0.87 = 0.87 
Heavy Vehicles (%) 0% 1% 5% 0% 1% 
Adj. Flow (vph) 34 602 51 7 = 1156 
Shared Lane Traffic (%) 

Lane Group Flow (vph) 0 687 0 0 1163 
Enter Blocked Intersection No No No No No 
Lane Alignment Left Left Right Left Left 
Median Width(ft) 0 0 
Link Offset(ft) 0 0 
Crosswalk Width(ft) 16 16 
Two way Left Turn Lane 

Headway Factor 0.92 092 092 096 0.96 
Turning Speed (mph) 15 9 15 

Number of Detectors 1 2 1 2 
Detector Template Left Thru Left Thru 
Leading Detector (ft) 20 100 20 100 
Trailing Detector (ft) 0 0 0 0 
Detector 1 Position(ft) 0 0 0 0 
Detector 1 Size(ft) 20 6 20 6 
Detector 1 Type CI+Ex CI+Ex CI+Ex CI+Ex 
Detector 1 Channel 

Detector 1 Extend (s) 0.0 0.0 0.0 0.0 
Detector 1 Queue (s) 0.0 0.0 0.0 0.0 
Detector 1 Delay (s) 0.0 0.0 0.0 0.0 
Detector 2 Position(ft) 94 94 
Detector 2 Size(ft) 6 6 
Detector 2 Type CI+Ex CI+Ex 
Detector 2 Channel 

Detector 2 Extend (s) 0.0 0.0 
Turn Type Perm NA Perm NA 
Protected Phases 4 8 
Permitted Phases 4 8 
Detector Phase 4 4 8 8 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 





39: Brooks Avenue & Lake Street 11/10/2020 

Fowory ret Xa fr bid 
Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 40 40 40 40 40 40 40 
Minimum Split (s) 20.5 20.5 20.5 20.5 90 21.0 14.0 14.0 
Total Split (s) 58.0 58.0 58.0 58.0 10.0 24.0 14.0 14.0 
Total Split (%) 58.0% 58.0% 58.0% 58.0% 10.0% 24.0% 14.0% 14.0% 
Maximum Green (s) 56.0 56.0 56.0 56.0 6.0 20.0 10.0 10.0 
Yellow Time (s) 2.0 2.0 2.0 2.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 0.0 0.0 0.0 0.0 1.0 1.0 1.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 2.0 2.0 4.0 4.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode Max Max Max Max None Min Min Min 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.1 56.1 12.5 12.5 
Actuated g/C Ratio 0.61 0.61 0.13 0.13 
vic Ratio 0.62 0.99 0.57 0.47 
Control Delay 44 44.8 bond 11.9 
Queue Delay 0.0 18.9 4.0 1.8 
Total Delay 4.4 63.7 57.7 13.7 
LOS A E E B 
Approach Delay 4.4 63.7 Oat 13.7 
Approach LOS A E E B 
Intersection Summary 
Area Type: Other 
Cycle Length: 100 
Actuated Cycle Length: 92.7 
Natural Cycle: 100 
Control Type: Semi Act-Uncoord 
Maximum v/c Ratio: 0.99 
Intersection Signal Delay: 39.9 Intersection LOS: D 
Intersection Capacity Utilization 76.2% ICU Level of Service D 
Analysis Period (min) 15 
Splits and Phases: 39: Brooks Avenue & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 11/10/2020 
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Queues 


39: Brooks Avenue & Lake Street 11/10/2020 
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Queue shown is maximum after two cycles. 
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2027 Build Weekday Evening Peak Hour 


HCM 6th TWSC 


10: Wilson Avenue & Lake Street 11/40/2020 
Intersection 
Int Delay, s/veh 0.4 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 842 3 1 607 9 4 
Future Vol, veh/h 842 3 1 607 9 4 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor gs 8 Ch mb 1 
Heavy Vehicles, % 0 0 0 0 29 0 
Mvmt Flow 1014 4 1 646 12 5 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 1018 0 1664 1016 
Stage 1 - - 1016 - 
Stage 2 - - - - 648 - 
Critical Hdwy - - 44 - 669 62 
Critical Hdwy Stg 1 - - - - 5.69 - 
Critical Hdwy Stg 2 - - - 5.69 - 
Follow-up Hdwy - - 22 - 3.761 3.3 
Pot Cap-1 Maneuver - - 689 - 92 291 
Stage 1 - - - - 312 - 
Stage 2 - - - - 473 
Platoon blocked, % : - 
Mov Cap-1 Maneuver - - 689 - 92 291 
Mov Cap-2 Maneuver - - - - 92 
Stage 1 - - - - 312 
Stage 2 - - - - 472 
Approach EB WB NB 
HCM Control Delay, s 0 0 41 
HCM LOS E 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 117 - - 689 

HCM Lane V/C Ratio 0.148 - - 0.002 

HCM Control Delay (s) 44 - - 10.2 0 

HCM Lane LOS E - - B A 

HCM 95th %tile Q(veh) 0.5 - - 0 
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HCM 6th TWSC 


16: Littlejohn Street & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 1.1 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b ¢ ¥ 
Traffic Vol, veh/h 827 = 19 CROC OME. 5 
Future Vol, veh/h 827 = 19 9 585 23 5 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor SO CO OC mn OME (O 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 951 22 10 657 31 7 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 973 0 1639 962 
Stage 1 - - - - 962 - 
Stage 2 - - - - 677 - 
Critical Hdwy - - 4d - 64 62 
Critical Hdwy Stg 1 - - - - 5.4 - 
Critical Hdwy Stg 2 - - - - 5.4 - 
Follow-up Hdwy - - 22 - 35 3.3 
Pot Cap-1 Maneuver - - 717 - 112 313 
Stage 1 - - - - 374 - 
Stage 2 - - - - 509 
Platoon blocked, % : - 
Mov Cap-1 Maneuver - a Will - 110 313 
Mov Cap-2 Maneuver - - - - 110 
Stage 1 - - - - 374 
Stage 2 - - - - 498 
Approach EB WB NB 
HCM Control Delay, s 0 0.2 46.1 
HCM LOS E 


Minor Lane/Major Mvmt NBLni EBT EBR WBL WBT 


Capacity (veh/h) 124 - 717 

HCM Lane V/C Ratio 0.301 - - 0.014 

HCM Control Delay (s) 46.1 - - 10.1 0 

HCM Lane LOS E - - B A 

HCM 95th %tile Q(veh) 1.2 - - 0 
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HCM 6th TWSC 


17: Dorothy Road/Littlejohn Street & Site Driveway 11/10/2020 
Intersection 
Int Delay, s/veh 2.4 
Movement EBL EBR NBL NBT SBT SBR 
Lane Configurations yr q tb 
Traffic Vol, veh/h 8 5 7 20 (SS 
Future Vol, veh/h 8 5 7 20 15 13 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Stop Stop Free Free Free Free 
RT Channelized - None - None - None 
Storage Length 0 - - - - - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 - 
Peak Hour Factor 7 Conroe 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 9 5 8 22 16 14 
Major/Minor Minor2 Major1 Major2 
Conflicting Flow All 61 23 = 30 0 - 0 
Stage 1 23 - - - - 
Stage 2 38 - - 
Critical Hdwy 64 62 41 


Critical Hdwy Stg 1 5.4 
Critical Hdwy Stg 2 5.4 - : 
Follow-up Hdwy 35 33 2.2 


Pot Cap-1 Maneuver 950 1060 1596 
Stage 1 1005 - - 
Stage 2 990 


Platoon blocked, % 
Mov Cap-1 Maneuver 945 1060 1596 
Mov Cap-2 Maneuver 945 - - 


Stage 1 1000 
Stage 2 990 
Approach EB NB SB 
HCM Control Delay,s 8.7 1.9 0 
HCM LOS A 
Minor Lane/Major Mvmt NBL NBTEBLn1 SBT SBR 
Capacity (veh/h) 1596 - 986 - - 
HCM Lane VIC Ratio 0.005 - 0.014 
HCM Control Delay (s) 7.3 0 387 
HCM Lane LOS A A A 
HCM 95th %tile Q(veh) 0 - 0 
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HCM 6th TWSC 


26: Homestead Road & Lake Street 11/10/2020 
Intersection 
Int Delay, s/veh 0.3 
Movement EBT EBR WBL WBT NBL NBR 
Lane Configurations b qt ¥ 
Traffic Vol, veh/h 831 1 1 588 6 4 
Future Vol, veh/h 831 1 1 588 6 4 
Conflicting Peds, #/hr 0 0 0 0 0 0 
Sign Control Free Free Free Free Stop Stop 
RT Channelized - None - None - None 
Storage Length - - - - 0 - 
Veh in Median Storage, # 0 - - 0 0 
Grade, % 0 - - 0 0 
Peak Hour Factor CO CC MOC Minn mmo 
Heavy Vehicles, % 0 0 0 0 0 0 
Mvmt Flow 955 1 1 661 8 5 
Major/Minor Major1 Major2 Minor 
Conflicting Flow All 0 0 956 0 1619 956 
Stage 1 - - - - 956 - 
Stage 2 - - - - 663 - 
Critical Hdwy - - 4 - 64 62 
Critical Hdwy Stg 1 - - - - 54 - 
Critical Hdwy Stg 2 - - - - 54 - 
Follow-up Hdwy - - 2.2 - 35 3.3 
Pot Cap-1 Maneuver - - 727 ea shle 
Stage 1 - - - - 376 - 
Stage 2 - - - - 516 
Platoon blocked, % - 
Mov Cap-1 Maneuver - - 727 - 115 316 
Mov Cap-2 Maneuver - - - - 115 
Stage 1 - - - - 376 
Stage 2 - - - - 515 
Approach EB WB NB 
HCM Control Delay, s 0 0 30.6 
HCM LOS D 


Minor Lane/Major Mvmt NBLn1 EBT EBR WBL WBT 


Capacity (veh/h) 154 - 727 

HCM Lane V/C Ratio 0.087 - - 0.002 

HCM Control Delay (s) 30.6 - - 10 0 

HCM Lane LOS D - - A A 

HCM 95th %tile Q(veh) 0.3 - - 0 
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HCM 6th TWSC 


29: Burch Street /Alfred Road & Lake Street 11/40/2020 
Intersection 
Int Delay, s/veh 1.3 
Movement EBL EBT EBR WBL WBT WBR NBL NBT NBR SBL_ SBI SBR 
Lane Configurations Pay ray rary rae 
Traffic Vol, veh/h 4 812 19 18 575 8 13 1 11 3 0 1 
Future Vol, veh/h 4 812 19 18 575 8 13 1 11 3 0 1 
Conflicting Peds, #/hr 0 0 0 0 0 0 0 0 0 0 0 0 
Sign Control Free Free Free Free Free Free Stop Stop Stop Stop Stop Stop 
RT Channelized - - None - - None - - None - None 
Storage Length - - - - - - - - - - - 
Veh in Median Storage,# - 0 - - 0 - - 0 - - 0 
Grade, % - 0 - - 0 - - 0 - - 0 - 
Peak Hour Factor a 3 os cd 6 0 mM mM © © 6 1 
Heavy Vehicles, % 0 0 0 0 0 0 0 0 0 0 0 0 
Mvmt Flow 5 944 22 21 669 9 17 1 15 4 0 1 
Major/Minor Major1 Major2 Minor Minor2 
Conflicting Flow All 678 0 0 966 0 0 1681 1685 955 1689 1692 674 
Stage 1 - - - - - - 965 965 Oneal - 
Stage 2 - - - - - - 716 720 - 973 976 - 
Critical Hdwy 4.1 - - 4 - - 71 65 62 71 65 62 
Critical Hdwy Stg 1 - - - - - - 61 55 - 61 55 - 
Critical Hdwy Stg 2 - - - - - > 4 69 = (ul 9) - 
Follow-up Hdwy 2.2 - - 22 - - 3.5 4 33 3.5 4 3.3 
Pot Cap-1 Maneuver 923 - ii - - 76 95 316 75 94 458 
Stage 1 - - - - - - 309 336 - 424 437 - 
Stage 2 - - - - - - 424 435 - 306 332 
Platoon blocked, % : - - - 

Mov Cap-1 Maneuver 923 - - 721 - - 72 89 316 68 89 458 
Mov Cap-2 Maneuver - - - - - - 72 89 - 68 89 - 
Stage 1 - - - - - - 305 332 - 419 416 
Stage 2 - - - - - - 403 415 - 287 328 
Approach EB WB NB SB 
HCM Control Delay, s 0 0.3 51.4 49.6 
HCM LOS F E 


Minor Lane/Major Mvmt NBLn1 EBL EBT EBR WBL WBT WBRSBLn‘1 


Capacity (veh/h) 110 923 - - 721 - - 86 
HCM Lane V/C Ratio 0.303 0.005 - - 0.029 - - 0.062 
HCM Control Delay (s) 514 89 0 - 10.1 0 - 49.6 
HCM Lane LOS F A A - B A - E 
HCM 95th %tile Q(veh) 1.2 0 - - 0.1 - - 0.2 
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HCM 6th TWSC 


33: Margaret Street/Lakehill Avenue & Lake Street 


Intersection 
Int Delay, s/veh 3.7 
Movement EBL EBT EBR 
Lane Configurations mary 
Traffic Vol, veh/h 19 804 3 
Future Vol, veh/h 19 804 3 
Conflicting Peds, #/hr 0 0 0 
Sign Control Free Free Free 
RT Channelized - None 
Storage Length - - - 
Veh in Median Storage,# - 0 
Grade, % - 0 - 
Peak Hour Factor 83 «6838833 
Heavy Vehicles, % 0 0 0 
Mvmt Flow 23 969 4 
Major/Minor Major1 
Conflicting Flow All 682 0 0 
Stage 1 - - - 
Stage 2 - 
Critical Hdwy 4.1 
Critical Hdwy Stg 1 - 
Critical Hdwy Stg 2 - 
Follow-up Hdwy 2.2 
Pot Cap-1 Maneuver 920 
Stage 1 - 
Stage 2 
Platoon blocked, % 
Mov Cap-1 Maneuver 920 
Mov Cap-2 Maneuver 
Stage 1 
Stage 2 
Approach EB 
HCM Control Delay,s 0.2 
HCM LOS 
Minor Lane/Major Mvmt NBLn1 EBL 
Capacity (veh/h) 76 =920 
HCM Lane VIC Ratio 0.536 0.025 
HCM Control Delay (s) 97.4 g 
HCM Lane LOS F A 
HCM 95th %tile Q(veh) 23 0.1 
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0 0 0 

48 664 18 
Major2 

1277 0 0 
41 
2.2 
550 
411 
WB 
1 

EBT EBR WBL 

411 

- 0.116 

0 - 149 

A - B 

0.4 


Quadrangle Development 08/20/2019 2020 Existing Conditions 


VHB/CBouchard/VAI 


NBL 


Minor 
2097 


NBT 


0 
0 
0 
Stop 


NBR 


27 
27 

0 
Stop 


- None 


2099 
1321 
778 


333 


81 


33 


1275 


154 


WBT WBRSBLn1 


0 
A 


- 0.313 


80 


69.3 
F 
1.2 


Stop 


80 
0 
11 


Minor2 
1803 
769 
1034 
7.1 
6.1 
6.1 
3.5 
62 
397 
283 


40 
40 
376 
210 


SB 


69.3 
F 


2092 
769 
1323 


14 


673 


459 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


0.947 
0.971 
1980 
0.971 
1980 


28 
1126 
25.6 
0.88 

0% 
478 


789 


Prot 


Yes 


0.88 
0% 
311 


No 
Right 


0.85 


y . * & 
SET SER  NWL NWT 
+t 4 
658 186 340 139 
658 186 340 739 
1900 1900 1900 1900 
11 10 11 12 
55 150 
1 1 
25 
0.95 1.00 1.00 1.00 
0.850 
0.950 
3421 1507 1745 1863 
0.229 
3421 1507 421 1863 
Yes 
84 
30 30 
640 645 
14.5 14.7 
0.92 092 092 0.92 
2% 0% 0% 2% 
115 202 370 803 
715 202 370 803 
No No No No 
Left Right Left Left 
11 11 
0 0 
16 16 
1.04 1.09 1.04 1.00 
9 15 
2 1 1 2 
Thru Right Left Thru 
100 20 20 100 
0 0 0 0 
0 0 0 0 
6 20 20 6 
CI+Ex CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
0.0 0.0 0.0 0.0 
94 94 
6 6 
CI+Ex CI+Ex 
0.0 0.0 
NA Perm pm+pt NA 
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Lanes, Volumes, Timings 


2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/10/2020 
Fax 29 N XN 

Lane Group EBL EBR SET SER NWL_ NWT @9 

Protected Phases 4 6 5 2 9 

Permitted Phases 6 2 

Detector Phase 4 6 6 5 2 

Switch Phase 

Minimum Initial (s) 4.0 40 40 40 40 4.0 

Minimum Split (s) 23.0 23.0 23.0 10.0 23.0 19.0 

Total Split (s) 29.0 38.0 380 15.0 53.0 23.0 

Total Split (%) 27.6% 36.2% 36.2% 14.3% 50.5% 22% 

Maximum Green (s) 22.0 31.0 31.0 90 46.0 20.0 

Yellow Time (s) 4.0 4.0 4.0 3.0 4.0 2.0 

All-Red Time (s) 3.0 3.0 3.0 3.0 3.0 1.0 

Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 

Total Lost Time (s) 7.0 7.0 7.0 6.0 7.0 

Lead/Lag Lag Lag Lead 

Lead-Lag Optimize? Yes Yes Yes 

Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 

Recall Mode None Max Max None Max None 

Walk Time (s) 5.0 

Flash Dont Walk (s) 11.0 

Pedestrian Calls (#/hr) 20 

Act Effct Green (s) 22.2 31.3 313 475 465 

Actuated g/C Ratio 0.25 0.35 0.35 0.53 0.52 

vic Ratio 1.54 0.60 035 1.04 0.83 

Control Delay 280.2 279 159 785 29.9 

Queue Delay 0.0 0.0 0.0 0.0 0.0 

Total Delay 280.2 279 159 785 29.9 

LOS F C B E C 

Approach Delay 280.2 25.3 45.2 

Approach LOS F C D 


Intersection Summary 

Area Type: Other 

Cycle Length: 105 

Actuated Cycle Length: 89.6 

Natural Cycle: 150 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.54 

Intersection Signal Delay: 103.3 Intersection LOS: F 
Intersection Capacity Utilization 93.8% ICU Level of Service F 
Analysis Period (min) 15 


Splits and Phases: 2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 
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Queues 
2: Massachusetts Aevnue/Massachusetts Avenue & Lake Street 11/10/2020 


*¥*x. Da NK *K 


Lane Group Flow (vph) 789 715 202 370 803 


Control Delay 280.2 279 159 785 29.9 


Total Delay 280.2 279 159 785 29.9 


Queue Length 95th (ft) #955 277 121 #402 #740 


x 
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S 
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w 
o 
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oO 
D> 

ca 
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a 
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a} 
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Oo 
Oo 
Oo 


wD 
2 
9S 
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a 
oO 
QO 
© 
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@o 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
5: Route 2 EB On/Off Ramps & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ y+ 
EBT EBR  WBL 
if 


545 181 172 
545 181 172 
1900 1900 1900 
16 16 10 


150 110 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
2153 1664 1652 
0.950 
2153 +1664 1652 
Yes 
70 
30 
239 
5.4 


0.94 094 0.87 
0% 10% 2% 
580 193 198 


580 193 198 
No No No 

Left Right Left 
12 


0 

16 
0.85 0.85 1.09 
9 5 
2 1 1 


Thru Right Left 
100 20 20 


0 0 0 
0 0 0 
6 20 20 


CI+Ex CI+Ex CI+Ex 


0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 
94 
6 
CI+Ex 


0.0 
NA Free Prot 


<_— 


WBT 
or 
300 
300 

1900 

11 


0.95 


3490 


3490 


30 
505 
11.5 
0.87 

0% 
345 


345 
No 
Left 
12 


16 


1.04 


Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
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nan \ ? 
NBU NBL NBR 
14 531 641 
14 531 641 


1900 1900 1900 
12 16 14 


0 0 
1 1 
25 
1.00 1.00 1.00 
0.850 
0.950 
0 2046 1723 
0.950 
0 2046 1723 
Yes 
448 
30 
387 
8.8 


0.96 0.96 0.96 
0% 0% 0% 
15 553 668 


0 568 668 
No No No 
RNA Left Right 


16 

0 

16 
1.00 085 0.92 
gy 15 9 
1 1 1 


CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 


0.0 0.0 0.0 
0.0 0.0 0.0 


Perm Prot Perm 
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Lanes, Volumes, Timings 


5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 
> y ff ~*~ vn KN CP 
Lane Group EBT EBR  WBL WBT NBU _ NBL _ NBR 
Protected Phases 4 3 8 2 
Permitted Phases Free 2 2 
Detector Phase 4 3 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 4.0 
Minimum Split (s) 21.0 90 21.0 210 210 21.0 
Total Split (s) 74.0 25.0 990 21.0 21.0 21.0 
Total Split (%) 61.7% 20.8% 82.5% 17.5% 17.5% 17.5% 
Maximum Green (s) 69.0 20.0 940 160 160 16.0 
Yellow Time (s) 3.0 3.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 5.0 5.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 
Act Effct Green (s) 258 716 141 45.0 16.4 16.4 
Actuated g/C Ratio 0.36 1.00 0.20 0.63 0.23 = 0.23 
vic Ratio 0.75 0.12 061 0.16 1.22 0.90 
Control Delay 27.0 0.1 36.1 5.3 144.9 286 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 27.0 0.1 36.1 5.3 144.9 286 
LOS C A D A F C 
Approach Delay 20.3 16.5 82.1 
Approach LOS C B F 
Intersection Summary 
Area Type: Other 


Cycle Length: 120 

Actuated Cycle Length: 71.6 

Natural Cycle: 70 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.22 

Intersection Signal Delay: 49.4 Intersection LOS: D 
Intersection Capacity Utilization 80.9% ICU Level of Service D 
Analysis Period (min) 15 


Splits and Phases: 5: Route 2 EB On/Off Ramps & Lake Street 
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Queues 
5: Route 2 EB On/Off Ramps & Lake Street 11/10/2020 


-y £f ~*~ \ P 


Lane Group Flow (vph) 580 193 198 345 568 668 


Control Delay 27.0 0.1 36.1 5.3 144.9 28.6 


Total Delay 27.0 0.1 36.1 5.3 144.9 28.6 


Queue Length 95th (ft) 361 0 157 40 #634 = #367 


x 
Cc 
S 
DS 
w 
o 

< 
= 
oO 
D> 

ca 
2 
a> 


(ft 150 110 


wn 
we 
Fv} 
= 
os 
= 
° 
a 
QO 
© 
so 
A 
@ 
a 
[= 
g 
i 
o 
°o 
°o 
o 
o 
°o 


wD 
2 
9S 
3 
a 
oO 
QO 
© 
so 
A 
@o 
a 
Cc 
g 
aS 
o 
°o 
°o 
o 
°o 
°o 





Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(tt) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 


+ =~ 
EBL EBT 
368 818 
368 818 

1900 1900 

12 12 
250 
1 
25 
1.00 1.00 
0.950 
1805 1881 
0.950 
1805 1881 
30 
505 
11.5 

0.88 0.88 
0% 1% 
418 930 
418 930 

No No 

Left Left 

12 

0 

16 

1.00 1.00 
15 

1 2 

Left Thru 

20 100 

0 0 

0 0 

20 6 

CI+Ex CI+Ex 

0.0 0.0 

0.0 0.0 

0.0 0.0 

94 

6 

CI+Ex 

0.0 

Prot NA 


—. 
EBR 


1900 
12 


1.00 


Yes 


0.88 
0% 


No 
Right 


1.00 


0.91 
0% 


No 
Left 


1.00 
15 
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WBT 


264 
264 
1900 
11 


1.00 


1801 


1801 


30 
380 


0.91 
2% 
290 


290 
No 
Left 
12 


16 


1.04 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 
NA 


WBR 


352 
352 
1900 


15 
1.00 
0.850 
1463 
1463 


Yes 
387 


0.91 
3% 
387 


387 


No 
Right 


Perm 


0.92 
0% 


No 
Left 


1.00 
15 


ae) 
SET SER 
0 0 
0 0 
1900 1900 
12 12 
0 
0 
1.00 1.00 
0 0 
0 0 
Yes 
30 
459 
10.4 
0.92 0.92 
0% 0% 
0 0 
0 0 
No No 
Left Right 
11 
0 
16 
1.00 1.00 
9 


11/10/2020 
~~ % 
NWL NWT NWR 

q cr 

208 22 27 
208 22 27 
1900 1900 1900 
11 12 16 
100 0 
1 1 
25 

0.95 0.95 1.00 
0.850 

0.950 0.961 
1641. 1705 1830 

0.950 0.961 
1641. 1705 1830 
Yes 
136 

30 

529 

12.0 
0.95 095 0.95 
1% 5% 0% 
219 23 28 

45% 

120 122 28 
No No No 
Left Left Right 

11 

0 

16 
1.04 1.00 0.85 

115 9 
1 2 1 
Left Thru Right 
20 100 20 
0 0 0 
0 0 0 
20 6 20 
CI+Ex CI+Ex CI+Ex 
0.0 0.0 0.0 
0.0 0.0 0.0 
0.0 0.0 0.0 

94 

6 

CI+Ex 

0.0 
Split NA Perm 
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Lanes, Volumes, Timings 


7: Route 2 WB Off Ramp & Lake Street 11/10/2020 
yFwenuaecTrhyernx aN NE 
Lane Group EBL EBT  EBR  WBL WBT WBR _ SEL SET SER NWL NWT NWR 
Protected Phases a 4 8 2 2 
Permitted Phases 8 2 
Detector Phase a 4 8 8 2 2 2 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 8.5 22.0 22.0 22.0 22.0 22.0 22.0 
Total Split (s) 16.0 38.0 22.0 22.0 22.0 22.0 22.0 
Total Split (%) 26.7% 63.3% 36.7% 36.7% 36.7% 36.7% 36.7% 
Maximum Green (s) 11.5 32.0 16.0 16.0 16.0 16.0 16.0 
Yellow Time (s) 4.0 4.0 4.0 4.0 4.0 4.0 4.0 
All-Red Time (s) 0.5 2.0 2.0 2.0 2.0 2.0 2.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Lost Time (s) 45 6.0 6.0 6.0 6.0 6.0 6.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode None None None None Max Max Max 
Walk Time (s) 5.0 5.0 5.0 5.0 5.0 5.0 
Flash Dont Walk (s) 11.0 11.0 11.0 11.0 11.0 11.0 
Pedestrian Calls (#/hr) 0 0 0 0 0 0 
Act Effct Green (s) 11.5 30.9 149 149 16.0 16.0 16.0 
Actuated g/C Ratio 0.20 0.52 0.25 0.25 0.27 0.27 0.27 
vic Ratio 1.19 0.94 0.64 0.59 0.27 0.26 0.05 
Control Delay 136.9 33.5 26.8 6.6 19.4 19.3 0.1 
Queue Delay 0.0 0.0 0.0 0.0 0.0 0.0 0.0 
Total Delay 136.9 33.5 26.8 6.6 19.4 19.3 0.1 
LOS F C C A B B A 
Approach Delay 65.6 15.2 17.4 
Approach LOS E B B 
Intersection Summary 
Area Type: Other 


Cycle Length: 60 

Actuated Cycle Length: 58.9 

Natural Cycle: 65 

Control Type: Actuated-Uncoordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 45.0 Intersection LOS: D 
Intersection Capacity Utilization 62.3% ICU Level of Service B 
Analysis Period (min) 15 


Splits and Phases: 7: Route 2 WB Off Ramp & Lake Street 
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Queues 
7: Route 2 WB Off Ramp & Lake Street 11/10/2020 


yur rnN RE 


Lane Group Flow (vph) 418 930 290 387 120 122 ° 28 


Control Delay 136.9 335 268 6.6 19.4 19.3 0.1 


Oo 
—<* 


Total Delay 136.9 335 268 6.6 194 19.3 


~N 
oa 
oO 


Queue Length 95th (ft) #331 © #513 161 57 75 


Turn Bay Length (ft) 250 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—# 
EBL 


1900 


1.00 


1.10 
15 


— 
EBT 


1900 


1.00 


—_— 


WBT 
rrr 
2211 
2211 
1900 
13 
0.91 


4776 
4776 
30 
192 
4.4 
0.97 
1% 
2279 
2279 


Left 


e. 


WBR 


0 

0 
1900 
13 
1.00 


1.10 
9 
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6 


SWL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SWR 
1131 
1131 
1900 


0.88 
0.850 


2617 


2617 
Yes 


0.98 

1% 
1154 
1154 


Right 


1.10 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


custom 
34 


34 


@3 


4 
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Lanes, Volumes, Timings 


11: Route 2/Alewife Brook Parkway & Route 16 11/10/2020 
wx » + © | 7 

Lane Group EBL EBT WBI WBR_ SWL_ SWR 3 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 15.0 19.0 15.0 

Total Split (s) 58.0 36.0 26.0 

Total Split (%) 48.3% 30% 22% 

Maximum Green (s) 53.0 30.0 21.0 

Yellow Time (s) 4.0 4.0 oro 

All-Red Time (s) 1.0 2.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 5.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode C-Max Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 53.0 56.0 

Actuated g/C Ratio 0.44 0.47 

vic Ratio 1.08 0.95 

Control Delay 47.1 46.7 

Queue Delay 1.5 0.0 

Total Delay 48.7 46.7 

LOS D D 

Approach Delay 48.7 46.7 

Approach LOS D D 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 48.0 Intersection LOS: D 
Intersection Capacity Utilization 100.6% ICU Level of Service G 
Analysis Period (min) 15 


Splits and Phases: 11: Route 2/Alewife Brook Parkway & Route 16 
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Queues 
11: Route 2/Alewife Brook Parkway & Route 16 11/40/2020 


- 


Lane Group Flow (vph) 2279 = 1154 


Control Delay 47.1 46.7 


Total Delay 48.7 46.7 


Queue Length 95th (ft) m#56 #644 
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Queue shown is maximum after two cycles. 


Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
12: Alewife Brook Parkway & Route 2 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


—* 


EBL 
wt 
610 
610 

1900 

13 

0.97 


0.950 
3257 
0.950 
3257 


0.90 
0% 
678 


678 


No 
Left 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
4 


4 


‘~ 


WBR 
if 
591 
591 
1900 
16 
1.00 
0.865 


1660 


1660 


0.95 

1% 
622 
622 


RNA 


CI+Ex 
0.0 


0.0 
0.0 


Prot 
2! 


2 


t 


SBT 
+4 
250 
250 

1900 

13 

0.95 


3291 


3291 


30 
202 
46 
0.98 
2% 
255 


255 
No 
Left 
0 

0 
16 


1.10 


2 
Thru 
100 

0 

0 

6 
CI+Ex 


0.0 
0.0 
0.0 
94 

6 
CI+Ex 


0.0 
NA 
3 


3 


* 


NWT 


+4 
1620 


1620 
1900 


0.95 


3324 
3324 
30 
278 
0.97 
1% 
1670 
1670 


LNA 
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Lanes, Volumes, Timings 


12: Alewife Brook Parkway & Route 2 11/10/2020 
se tL % 
Lane Group EBL WBR SBI NWT 
Switch Phase 
Minimum Initial (s) 10.0 10.0 10.0 10.0 
Minimum Split (s) 15.0 15.0 19.0 15.0 
Total Split (s) 26.0 580 36.0 58.0 
Total Split (%) 21.7% 48.3% 30.0% 48.3% 
Maximum Green (s) 21.0 530 300 53.0 
Yellow Time (s) Oro 4.0 4.0 4.0 
All-Red Time (s) 1.5 1.0 2.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 5.0 5.0 6.0 5.0 
Lead/Lag Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 
Recall Mode Max C-Max Max C-Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 21.0 53.0 30.0 53.0 
Actuated g/C Ratio 0.18 044 0.25 0.44 
vic Ratio 1.19 085 0.31 1.14 
Control Delay 145.7 298 37.8 103.1 
Queue Delay 0.0 3.3 0.0 0.3 
Total Delay 145.7 =633.1. 37.8 = 103.3 
LOS F C D F 
Approach Delay 37.8 103.3 
Approach LOS D F 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 93.5 Intersection LOS: F 
Intersection Capacity Utilization 134.8% ICU Level of Service H 
Analysis Period (min) 15 

!_ Phase conflict between lane groups. 


Splits and Phases: 12: Alewife Brook Parkway & Route 2 
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Queues 


12: Alewife Brook Parkway & Route 2 11/40/2020 
ws = | *®& 


Lane Group Flow (vph) 678 622 255 ~=—- 1670 


Control Delay 145.7 29.8 37.8 103.1 


Total Delay 145.7 33.1 37.8 = 103.3 


Queue Length 95th (ft) #446 = #639 123 #933 
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Queue shown is maximum after two cycles. 





Queue shown is maximum after two cycles. 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 
Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 


A 


EBL 


0.92 
2% 


No 
Left 


1.14 
15 


- Vv © 
EBT EBR’ WBL 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 
25 
1.00 1.00 1.00 
0 0 0 
0 0 0 
No 
30 
161 
3.7 
0.92 0.92 0.95 
2% 2% 0% 
0 0 0 
0 0 0 
No No No 
Left Right Left 
0 
0 
16 
1.14 1.14 1.14 
9 15 
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WBT 


591 
591 
1900 


1.00 


1693 


1693 


30 
1225 
27.8 


0.95 
1% 
622 


622 
No 
Left 


16 


1.14 


Thru 
100 
0 

0 

6 


CI+Ex 


0.0 
0.0 
0.0 
94 

6 


CI+Ex 


0.0 


7 


WBR 


fr 
328 


328 
1900 
200 

1 
1.00 
0.850 
1439 


1439 
No 


0.95 

1% 
345 
345 


No 
Right 


1.14 


Right 
20 


20 
CI+Ex 
0.0 


0.0 


“ 


NBL 


No 


1.14 
15 


t 


NBT 
238 


238 
1900 


0.95 


3217 
3217 
30 
227 
5.2 
0.97 
1% 
245 
245 


Left 


No 


11/10/2020 
SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
0 0 
0 0 
25 

1.00 1.00 1.00 
0 0 0 
0 0 0 
No 

30 

185 

42 
0.92 0.92 0.92 
2% 2% 2% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 


Lane Group 2 4 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Storage Length (ft) 
Storage Lanes 

Taper Length (ft) 

Lane Util. Factor 

Ped Bike Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 
Travel Time (s) 

Confl. Peds. (#/hr) 
Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
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Lanes, Volumes, Timings 


13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
F+ry fT XA tf ere di a 
Lane Group EBL EBT  EBR  WBL WBI WBR_ NBL NBI NBR _ SBL_ SBI __ SBR 
Turn Type NA Prot NA 
Protected Phases 24 24 3 
Permitted Phases 
Detector Phase 24 24 3 
Switch Phase 
Minimum Initial (s) 10.0 
Minimum Split (s) 19.0 
Total Split (s) 36.0 
Total Split (%) 30.0% 
Maximum Green (s) 30.0 
Yellow Time (s) 4.0 
All-Red Time (s) 2.0 
Lost Time Adjust (s) 0.0 
Total Lost Time (s) 6.0 
Lead/Lag Lead 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 
Recall Mode Max 
Walk Time (s) 5.0 
Flash Dont Walk (s) 8.0 
Pedestrian Calls (#/hr) 0 
Act Effct Green (s) 79.0 79.0 30.0 
Actuated g/C Ratio 0.66 0.66 0.25 
vic Ratio 0.56 0.36 0.30 
Control Delay 13.5 10.5 37.8 
Queue Delay 2.1 0.0 0.0 
Total Delay 15.6 10.5 37.8 
LOS B B D 
Approach Delay 13.8 37.8 
Approach LOS B D 
Intersection Summary 
Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 18.6 Intersection LOS: B 
Intersection Capacity Utilization 52.1% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 
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Lanes, Volumes, Timings 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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Total Split (s) 58.0 26.0 


Maximum Green (s) 53.0 21.0 


All-Red Time (s) 10 15 


Total Lost Time (s) 


Lead-Lag Optimize? 


Recall Mode C-Max Max 


Flash Dont Walk (s) 


Act Effct Green (s) 


vic Ratio 


Queue Delay 


Approach LOS 
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Queues 
13: Alewife Brook Parkway & Route 2/Rt 2 WB Access 11/10/2020 
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Lanes, Volumes, Timings 
14: Alewife Brook Parkway & Route 2 


w Fy KA 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


\, 


1.10 


Left 
20 


20 
CI+Ex 
0.0 


0.0 


Prot 
3 


3 


SBR 


1900 


1.00 


SEL 


0 

0 
1900 
13 
1.00 


1.10 
15 


SET 
tt 
988 
988 

1900 

13 

0.95 


3324 


3324 


30 
297 
6.8 
0.90 
1% 
1098 


1098 
No 
Left 
0 

0 

16 


24 
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0 

0 
1900 
13 
1.00 
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Synchro 10 Report 


Lanes, Volumes, Timings 


14: Alewife Brook Parkway & Route 2 11/10/2020 
kw #*yN KA 

Lane Group SBL SBR SEL SET NWT NWR 2 4 

Switch Phase 

Minimum Initial (s) 10.0 10.0 10.0 

Minimum Split (s) 19.0 15.0 15.0 

Total Split (s) 36.0 58.0 26.0 

Total Split (%) 30.0% 48% 22% 

Maximum Green (s) 30.0 53.0 21.0 

Yellow Time (s) 4.0 4.0 Oro 

All-Red Time (s) 2.0 1.0 1.5 

Lost Time Adjust (s) 0.0 

Total Lost Time (s) 6.0 

Lead/Lag Lead Lag 

Lead-Lag Optimize? 

Vehicle Extension (s) 3.0 3.0 3.0 

Recall Mode Max C-Max Max 

Walk Time (s) 5.0 

Flash Dont Walk (s) 8.0 

Pedestrian Calls (#/hr) 0 

Act Effct Green (s) 30.0 79.0 

Actuated g/C Ratio 0.25 0.66 

vic Ratio 0.26 0.50 

Control Delay 0.8 11.4 

Queue Delay 0.5 0.0 

Total Delay 1.3 11.4 

LOS A B 

Approach Delay 1.3 11.4 

Approach LOS A B 

Intersection Summary 

Area Type: CBD 


Cycle Length: 120 

Actuated Cycle Length: 120 

Offset: 16 (13%), Referenced to phase 2:WBT, Start of Green 

Natural Cycle: 140 

Control Type: Actuated-Coordinated 

Maximum vic Ratio: 1.19 

Intersection Signal Delay: 9.5 Intersection LOS: A 
Intersection Capacity Utilization 47.8% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 14: Alewife Brook Parkway & Route 2 
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Queues 
14: Alewife Brook Parkway & Route 2 11/40/2020 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group 

Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 
Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 
Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 
Link Distance (ft) 
Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 
Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 
Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 
Permitted Phases 
Detector Phase 


- 


EBL 


1900 


1.00 


0.88 
15 


— 
EBT 


840 
840 
1900 
15 
1.00 


2049 


2049 


30 
135 
oul 

0.84 
2% 
1000 


1000 


y 


EBR 


0 

0 
1900 
15 
1.00 


¢ 


WBL 


1900 


1.00 


0.85 
15 
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_— 
WBT 
642 
642 
1900 


1.00 


2153 
2153 
30 
215 
0.97 
0% 
662 
662 


Left 


~ 


WBR 


1900 


1.00 


0.85 
9 


“ 


NBL 


1900 


1.00 


1.00 
15 


t 


NBT 


1900 


1.00 


Ff 


NBR 


1900 


1.00 


11/10/2020 
SBL SBT SBR 
0 0 0 
0 0 0 
1900 1900 1900 
12 12 12 
1.00 1.00 1.00 
0 0 0 
0 0 0 
Yes 

30 

206 

47 
0.92 0.92 0.92 
0% 0% 0% 
0 0 0 
0 0 0 
No No No 
Left Left Right 

0 

0 

16 
1.00 1.00 1.00 
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Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 


Lane Group @2 @5 @6 @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 2 5 6 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 


36: Minuteman Commuter Bikeway & Lake Street 11/10/2020 
F+ry ft Xa terry ta 
Lane Group EBL EBT EBR  WBL WBIT WBR NBL NBI NBR _ SBL_ SBI __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 
Minimum Split (s) 20.5 20.5 
Total Split (s) 58.0 58.0 
Total Split (%) 58.0% 58.0% 
Maximum Green (s) 56.0 56.0 
Yellow Time (s) 2.0 2.0 
All-Red Time (s) 0.0 0.0 
Lost Time Adjust (s) 0.0 0.0 
Total Lost Time (s) 2.0 2.0 
Lead/Lag 
Lead-Lag Optimize? 
Vehicle Extension (s) 3.0 3.0 
Recall Mode Max Max 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.0 56.0 
Actuated g/C Ratio 0.64 0.64 
vic Ratio 0.76 0.48 
Control Delay 16.1 4.0 
Queue Delay 0.0 0.3 
Total Delay 16.1 43 
LOS B A 
Approach Delay 16.1 43 
Approach LOS B A 
Intersection Summary 
Area Type: Other 


Cycle Length: 100 

Actuated Cycle Length: 87.3 

Natural Cycle: 90 

Control Type: Semi Act-Uncoord 

Maximum v/c Ratio: 0.83 

Intersection Signal Delay: 11.4 Intersection LOS: B 
Intersection Capacity Utilization 47.5% ICU Level of Service A 
Analysis Period (min) 15 


Splits and Phases: 36: Minuteman Commuter Bikeway & Lake Street 
#39 #36 £39 


_ i. bhos 


& 
“+ 
—_— 
Nos be 06 Hos 








Quadrangle Development 08/20/2019 2020 Existing Conditions Synchro 10 Report 
VHB/CBouchard/VAI Page 26 


Lanes, Volumes, Timings 
36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
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Queues 
36: Minuteman Commuter Bikeway & Lake Street 11/40/2020 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


A +N FO 


Lane Group EBL EBT EBR  WBL_ WBT 
Lane Configurations 

Traffic Volume (vph) 82 688 70 6 519 
Future Volume (vph) 82 688 70 6 519 
Ideal Flow (vphpl) 1900 1900 1900 1900 1900 
Lane Width (ft) 14 14 14 13 13 
Lane Util. Factor 100 100 100 1.00 1.00 
Frt 0.989 

Fit Protected 0.995 0.999 
Satd. Flow (prot) 0 1994 0 0 1961 
Fit Permitted 0.896 0.992 
Satd. Flow (perm) 0 1796 0 0 1948 
Right Turn on Red Yes 

Satd. Flow (RTOR) 7 

Link Speed (mph) 30 30 
Link Distance (ft) 215 1126 
Travel Time (s) 4.9 25.6 
Peak Hour Factor 0.88 088 088 088 0.88 
Heavy Vehicles (%) 0% 0% 0% 0% 0% 
Adj. Flow (vph) 93 782 80 7 590 
Shared Lane Traffic (%) 

Lane Group Flow (vph) 0 955 0 0 598 
Enter Blocked Intersection No No No No No 
Lane Alignment Left Left Right Left Left 
Median Width(ft) 0 0 
Link Offset(ft) 0 0 
Crosswalk Width(ft) 16 16 
Two way Left Turn Lane 

Headway Factor 0.92 092 092 096 0.96 
Turning Speed (mph) 15 9 15 

Number of Detectors 1 2 1 2 
Detector Template Left Thru Left Thru 
Leading Detector (ft) 20 100 20 100 
Trailing Detector (ft) 0 0 0 0 
Detector 1 Position(ft) 0 0 0 0 
Detector 1 Size(ft) 20 6 20 6 
Detector 1 Type CI+Ex CI+Ex CI+Ex CI+Ex 
Detector 1 Channel 

Detector 1 Extend (s) 0.0 0.0 0.0 0.0 
Detector 1 Queue (s) 0.0 0.0 0.0 0.0 
Detector 1 Delay (s) 0.0 0.0 0.0 0.0 
Detector 2 Position(ft) 94 94 
Detector 2 Size(ft) 6 6 
Detector 2 Type CI+Ex CI+Ex 
Detector 2 Channel 

Detector 2 Extend (s) 0.0 0.0 
Turn Type Perm NA Perm NA 
Protected Phases 4 8 
Permitted Phases 4 8 
Detector Phase 4 4 8 8 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 


Lane Group @9 
Lane Configurations 
Traffic Volume (vph) 
Future Volume (vph) 
Ideal Flow (vphpl) 

Lane Width (ft) 

Lane Util. Factor 

Frt 

Fit Protected 

Satd. Flow (prot) 

Fit Permitted 

Satd. Flow (perm) 

Right Turn on Red 
Satd. Flow (RTOR) 
Link Speed (mph) 

Link Distance (ft) 

Travel Time (s) 

Peak Hour Factor 
Heavy Vehicles (%) 
Adj. Flow (vph) 

Shared Lane Traffic (%) 
Lane Group Flow (vph) 
Enter Blocked Intersection 
Lane Alignment 

Median Width(ft) 

Link Offset(ft) 
Crosswalk Width(ft) 
Two way Left Turn Lane 
Headway Factor 
Turning Speed (mph) 
Number of Detectors 
Detector Template 
Leading Detector (ft) 
Trailing Detector (ft) 
Detector 1 Position(ft) 
Detector 1 Size(ft) 
Detector 1 Type 
Detector 1 Channel 
Detector 1 Extend (s) 
Detector 1 Queue (s) 
Detector 1 Delay (s) 
Detector 2 Position(ft) 
Detector 2 Size(ft) 
Detector 2 Type 
Detector 2 Channel 
Detector 2 Extend (s) 
Turn Type 

Protected Phases 9 
Permitted Phases 
Detector Phase 
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Lanes, Volumes, Timings 





39: Brooks Avenue & Lake Street 11/10/2020 

Foworvy rT Xa fr bid 
Lane Group EBL EBT EBR  WBL WBT WBR NBL NBT NBR _ SBL_ SBT __ SBR 
Switch Phase 
Minimum Initial (s) 4.0 4.0 4.0 4.0 4.0 40 40 40 
Minimum Split (s) 20.5 20.5 20.5 20.5 90 21.0 14.0 14.0 
Total Split (s) 58.0 58.0 58.0 58.0 10.0 24.0 14.0 14.0 
Total Split (%) 58.0% 58.0% 58.0% 58.0% 10.0% 24.0% 14.0% 14.0% 
Maximum Green (s) 56.0 56.0 56.0 56.0 6.0 20.0 10.0 10.0 
Yellow Time (s) 2.0 2.0 2.0 2.0 3.0 3.0 3.0 3.0 
All-Red Time (s) 0.0 0.0 0.0 0.0 1.0 1.0 1.0 1.0 
Lost Time Adjust (s) 0.0 0.0 0.0 0.0 
Total Lost Time (s) 2.0 2.0 4.0 4.0 
Lead/Lag Lead Lag Lag 
Lead-Lag Optimize? Yes Yes Yes 
Vehicle Extension (s) 3.0 3.0 3.0 3.0 3.0 3.0 3.0 3.0 
Recall Mode Max Max Max Max None Min Min Min 
Walk Time (s) 
Flash Dont Walk (s) 
Pedestrian Calls (#/hr) 
Act Effct Green (s) 56.0 56.0 7.3 7.3 
Actuated g/C Ratio 0.64 0.64 0.08 0.08 
vic Ratio 0.83 0.48 0.46 0.55 
Control Delay 8.3 9.9 49.2 16.2 
Queue Delay 0.0 0.0 0.0 0.0 
Total Delay 8.3 9.9 49.3 16.2 
LOS A A D B 
Approach Delay 8.3 9.9 49.3 16.2 
Approach LOS A A D B 
Intersection Summary 
Area Type: Other 
Cycle Length: 100 
Actuated Cycle Length: 87.3 
Natural Cycle: 90 
Control Type: Semi Act-Uncoord 
Maximum v/c Ratio: 0.83 
Intersection Signal Delay: 10.4 Intersection LOS: B 
Intersection Capacity Utilization 90.9% ICU Level of Service E 
Analysis Period (min) 15 
Splits and Phases: 39: Brooks Avenue & Lake Street 
#39 #36 £39 
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Lanes, Volumes, Timings 
39: Brooks Avenue & Lake Street 11/10/2020 
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Queues 


39: Brooks Avenue & Lake Street 11/10/2020 
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Queue shown is maximum after two cycles. 
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